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Rules and Regulations 


Title 7—AGRICULTURE 

Chapter X—Agricultural Marketing 
Service (Marketing Agreements and 
Orders; Milk), Department of Agri¬ 
culture 

[Milk Order No. 48] 

PART 1048—MILK IN GREATER 
YOUNGSTOWN-WAR REN, OHIO, 
MARKETING AREA 
Order Terminating Certain Provision 

Pursuant to the provisions of the Agri¬ 
cultural Marketing Agreement Act of 
1937, as amended (7 U.S.C. 601 et seq.), 
and of the order regulating the handling 
of milk in the Greater Youngstown- 
Warren, Ohio, marketing area (7 CFR 
Part 1048), it is hereby found and deter¬ 
mined that: 

(a) The following provision of the 
order no longer tends to effectuate the 
declared policy of the Act: 

In § 1048.7(b) the words “which is not 
a pool plant under the terms of another 
order issued pursuant to the Act”, relat¬ 
ing to the diversion of producer milk. 

<b) Thirty days notice of the effective 
date hereof is impractical, unnecessary, 
and contrary to the public interest in 
that: 

(1) This termination order does not 
require of persons affected substantial 
or extensive preparation prior to the 
effective date. 

(2) This termination order is neces¬ 
sary to reflect current marketing condi¬ 
tions and to maintain orderly marketing 
conditions in the marketing area. 

(3) This termination will contribute to 
orderly marketing by permitting milk 
diverted for manufacturing purposes to 
a plant regulated by another order is¬ 
sued pursuant to the Act to retain its 
status as producer milk under the 
Greater Youngstown-Warren order. 
Thus, unnecessary shifting of producers 
between orders and uneconomic move¬ 
ments of milk will be avoided. 

(4) Interested parties were afforded 
opportunity to file written data, views or 
arguments concerning this termination. 
None were filed in opposition to this 
action. 

Therefore, good cause exists for mak¬ 
ing this order effective upon publication 
hi the Federal Register. 

It is therefore ordered, That the afore¬ 
said provision of the order is hereby 
terminated. 

(Secs. 1-19, 48 Stat. 31, as amended; 7 U.S.C. 
601-674) 

Effective date: Upon publication in the 
Federal Register. 

Signed at Washington, D.C., on May 
29,1963. 

John P. Duncan, Jr., 
Assistant Secretary . 

[FJR. Doc. 63-5853; Filed, June 3, 1963; 
8:48 a.m.] 


Chapter XIV—Commodity Credit Cor¬ 
poration, Department of Agriculture 

SUBCHAPTER B—LOANS, PURCHASES, AND 
OTHER OPERATIONS 

[C.C.C. Grain Price Support Regulations, 
1963 Crop Oats Supp.] 

PART 1421—GRAINS AND RELATED 
COMMODITIES 

Subpart—1963 Crop Oats Loan and 
Purchase Agreement Program 

Correction 

In F.R. Doc. 63-5368, appearing at 
page 5008 of the issue for Saturday, May 
18, 1963, the section heading now reading 
“§ 141.2607 Warehouse charges ”, should 
read “§ 1421.2607 Warehouse charges .”. 


SUBCHAPTER C—EXPORT PROGRAMS 

[Announcement CN-EX-10 (Rev. 1), 
Arndt. 2] 

PART 1482—COTTON 

Subpart—Cotton Products Export 

Program Regulations 

Extension of Program 

In order to extend the program on a 
month-to-month basis pending clarifi¬ 
cation by the Congress of possible legis¬ 
lation affecting cotton, the Cotton Prod¬ 
ucts Export Program Regulations 
(Announcement CN-EX-10 (Revision 
D) dated May 8, 1962 (27 F.R. 4581), 
as amended, are hereby further amended 
as follows: 

1. Section 1482.353 is revised to read as 
follows: 

§ 1482.353 Registration of sales. 

All export sales of cotton products, to 
be eligible for payments hereunder, shall 
be registered by the exporter with the 
New York office by submitting, in trip¬ 
licate, a properly executed Notice of Ex¬ 
port Sale, Form CCC 832 (referred to in 
this subpart as “Form 832”). Form 832 
must be submitted not later than 10 busi¬ 
ness days after the date of export sale. 
(Form 832 postmarked within such ten- 
day period will be accepted.) An exten¬ 
sion of the period for registration may be 
granted by the Director of the New York 
office if he determines that additional 
time in which to submit the Form 832 is 
required by the exporter. To be eligible 
to be registered hereunder, sales must be 
either for exportation to be completed 
before August 1, 1963, or for exportation 
to be made wholly on or after August 1, 
1963. Sales entered into prior to June 1, 
1963, for export after July 31, 1963, are 
not eligible to be registered hereunder. 
Upon receipt of an aceptable Form 832, 
a registration number will be assigned 
by the New York office, and a copy show¬ 
ing such number will be returned to the 
exporter. The exporter shall promptly 
notify the New York office of any error 
in a Form 832 or of any amendment to 


an export sale contract. However, any 
such notice shall be effective to change 
the exporter’s rights and obligations 
hereunder only if the Director of the New 
York office approves the amendment or 
correction. All correspondence relating 
to a sale previously registered with CCC 
for which a registration number has 
been assigned shall refer to the regis¬ 
tration number. 

2. Section 1482.356 is revised to read 
as follows: 

§ 1482.356 Determination of base 
equalization payment rate. 

The base equalization payment rate 
will be determined and announced by 
CCC as follows: 

(a) For sales of cotton products for ex¬ 
port prior to August 1, 1963, such rate 
will be based on the export payment rate 
in effect for cotton under the payment- 
in-kind cotton export program for export 
prior to August 1, 1963, and such rate for 
sales made during any calendar month 
will be announced prior to the beginning 
of such month and will be in effect 
throughout that month. 

(b) For sales of cotton products for 
export on and after August 1, 1963, such 
rate will be based on the export pay¬ 
ment rate in effect for cotton under the 
payment-in-kind cotton export program 
for export on and after August 1, 1963, 
and such rate for sales made during any 
calendar month will be announced prior 
to the beginning of such month and will 
be in effect throughout that month: Pro¬ 
vided, however, That CCC reserves the 
right to change or terminate such rate 
without prior notice with respect to sales 
made after such change or termination. 

3. Paragraph (b) of § 1482.359 is re¬ 
vised to read as follows: 

§ 1482.359 Export conditions. 

***** 

(b) Time for export. To be eligible 
for payments hereunder, export sales of 
cotton products registered hereunder for 
export prior to August 1, 1963, must be 
exported not later than July 31, 1963, 
and export sales of cotton products made 
on and after June 1, 1963, and registered 
hereunder for export on and after Au¬ 
gust 1, 1963, must be exported on or 
after August 1, 1963, and not later than 
three months from the first day of the 
month in which the export sale is made. 
An extension of the time for export may 
be granted by the Director of the New 
York office, before or after the expira¬ 
tion of such time for export, if he deter¬ 
mines that the exporter has been or 
will be delayed by a cause occurring with¬ 
out the exporter’s fault or negligence: 
Provided, however. That the rate to be 
paid in connection with the export of 
cotton products during any such exten¬ 
sion period shall be the lower of the rate 
in effect on the date the sale was made 
or the rate in effect during the month in 
which such cotton products were ex¬ 
ported. If cotton products are exported, 
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RULES AND REGULATIONS 


they shall be deemed to have been “ex¬ 
ported” when loaded on board an ocean 
vessel, or if shipment to destination 
country is by other than ocean carrier, 
when the shipment clears U.S. Customs. 

(Secs. 4, 5, 62 Stat. 1070, as amended; 15 
U.S.C. 714b, 714c) 

This amendment shall be applicable to 
all export sales made on or after June 1, 
1963, and registered hereunder. 

Signed at Washington, D.C., on May 28, 
1963. 

H. D. Godfrey, 
Executive Vice President, 
Commodity Credit Corporation. 

C. R. Eskildsen, 

Acting Vice President, 
Commodity Credit Corporation; 
Associate Administrator, 
Foreign Agricultural Service. 

[F.R. Doc. 63-5855; Filed, June 3, 1963; 
8:48 a.m.] 


Title 14-AERONAUTICS AND 
SPACE 

Chapter I—Federal Aviation Agency 
SUBCHAPTER E—AIRSPACE [NEW] 

[Airspace Docket No. 62-CE-60] 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS [NEW] 

Designation of Transition Area 

On January 19, 1963, a notice of pro¬ 
posed rule making was published in the 
Federal Register (28 F.R. 527) stating 
that the Federal Aviation Agency pro¬ 
posed to designate a control zone and 
transition area at Menominee, Mich. 

Subsequent to the publication of the 
notice, it w r as determined by the FAA 
that a rapid means of providing the re¬ 
quired weather dissemination informa¬ 
tion from the Menominee County Airport 
to the Minneapolis Air Route Traffic 
Control Center was not readily available. 
Therefore, the FAA herewith withdraws 
the proposal to establish a control zone 
at Menominee. A new proposal to desig¬ 
nate a control zone at Menominee may 
be submitted at a later date. 

No adverse comments were received re¬ 
garding the portion of the notice per¬ 
taining to the proposal to establish a 
transition area at Menominee. How¬ 
ever, the Air Transport Association sug¬ 
gested that the restricted use ADF in¬ 
strument approach procedure in use by 
North Central Airlines at Menominee be 
modified and afforded the same airspace 
protection as the prescribed public in¬ 
strument approach procedure. Prelimi¬ 
nary studies conducted by the FAA in¬ 
dicate the restricted use procedure 
referred to by the ATA can be modified 
to the extent that this procedure would 
be contained within the same airspace 
proposed for designation to protect the 
public approach procedure. Therefore, 
action is taken herein to designate the 


Menominee transition area as proposed 
in the notice. Interested persons have 
been afforded an opportunity to partici¬ 
pate in the making of the rule herein 
adopted and due consideration has been 
given to all relevant matters presented. 

The substance of the proposed amend¬ 
ment having been published and for the 
reasons stated in the notice, § 71.181 (27 
F.R. 220-139, November 10, 1962) is 
amended by adding the following: 
Menominee, Mich. 

That airspace extending upward from 700 
feet above the surface within a 5-mile radius 
of the Menominee County Airport (latitude 
45°07'25" N., longitude 87°38'20" W.) and 
within 2 miles each side of the Menominee 
VOR 351° radial, extending from the 5-mile 
radius area to 8 miles N of the VOR; and 
that airspace extending upward from 1,200 
feet above the surface within 5 miles E and 
8 miles W of the Menominee VOR 351° and 
171° radials, extending from 12 miles N to 
3 miles S of the VOR. 


§ 7.22 Grand Telon National Park. 
***** 

(e) House trailers. The Jenny Lake 
Campground Is closed to house trailers. 

(60 Stat. 238; 5 U.S.C. 1003; 39 Stat. 535; 16 
U.S.C. 3) 

[F.R. Doc. 63-5829; Filed, June 3, 1963; 
8:46 a.m.] 


Title 41—PUBLIC CONTRACTS 

Chapter 5B—Public Buildings Service, 
General Services Administration 

A new Chapter 5B is added to Title 41 
as follows: 

Part 

5B-1 General. 

5B-2 Procurement by formal advertising. 
5B-16 Procurement forms. 


This amendment shall become effective 
0001, e.s.t., July 25,1963. 

(Sec. 307(a), 72 Stat. 749; 49 U.S.C. 1348) 

Issued in Washington, D.C., on May 
27,1963. 

H. B. Helstrom, 

Acting Chief, 

Airspace Utilization Division. 

[F.R. Doc. 63-5823; Filed, June 3, 1963; 
8:45 a.m.] 


Title 36—PARKS, FORESTS, 
AND MEMORIALS 

Chapter I—National Park Service, 
Department of the Interior 

PART 7—SPECIAL REGULATIONS RE¬ 
LATING TO PARKS AND MONU- 


PART 5B-1— GENERAL 

Sec. 

5B-1.000 Scope of part. 

Subpart 5B—1.1—Introduction 

5B-1.100 Scope. 

5B-1.101 Establishment of Chapter 5B, 
General Services Administra¬ 
tion Procurement Regula¬ 
tions. 

5B-1.102 Relationship of Chapter 5B to 
the FPR and Chapter 5. 
5B-1.103 Applicability. 

5B-1.104 Method of issuance. 

5B-1.105 Exclusions. 

5B-1.106 Arrangement. 

5B-1.106-1 General plan. 

5B—1.106-2 Numbering. 

5B-1.106-3 Cross-references. 

5B-1.107 Citation. 

5B-1.108 Deviation. 

Authority: §§ 5B-1.000 to 5B-1.108 issued 
under sec. 205(c), 63 Stat. 390, 40 U.S.C. 
486(c); and 41 CFR 5-1.101 (c), 26 F.R. 4559. 

§ 5B—1.000 Scope of part. 


MENTS 

Grand Teton National Park, Wyoming; 

House Trailers 

On page 3667 of the Federal Register 
of April 13, 1963, there was published a 
notice and text of a proposed amendment 
to § 7.22 of Title 36, Code of Federal 
Regulations. The purpose of this 
amendment is to allow house trailers in 
all Park campgrounds which are physi¬ 
cally capable of accommodating trailers. 

Interested persons were given 30 days 
within which to submit written com¬ 
ments, suggestions, or objections with re¬ 
spect to the proposed amendment. No 
comments, suggestions, or objections 
have been received, and the proposed 
amendment is hereby adopted without 
change and is set forth below. This 
amendment shall become effective at the 
beginning of the 30th calendar day fol¬ 
lowing the date of this publication in the 
Federal Register. 


This part describes the method by 
which the Public Buildings Service im¬ 
plements and supplements the Federal 
Procurement Regulations (Chapter 1 of 
Title 41, Code of Federal Regulations) 
and the GSA-wide procurement policies 
and procedures, Chapter 5 of the Gen¬ 
eral Services Administration Regulations. 
In addition, it contains policies and pro¬ 
cedures which implement and supple¬ 
ment Chapter 1 and Chapter 5. 

Subpart 5B—1.1—Introduction 

§ 5B—1.100 Scope. 

This subpart establishes Chapter 5B of 
the General Services Administration Pro¬ 
curement Regulations (41 CFR 5B), 
states its relationship to the Federal Pro¬ 
curement Regulations (FPR) and Chap¬ 
ter 5 of the General Services Administra¬ 
tion Procurement Regulations, and sets 
forth other introductory information. 

§ 5B—1.101 Establishment of Chapter 
5B, General Services Administration 
Procurement Regulations. 


Fred C. Fagergren, 
Superintendent, 
Grand Teton National Park. 

Paragraph (e) of § 7.22 is amended in 
its entirety to read as follows: 


This Chapter 5B of the General Serv¬ 
ices Administration Procurement Regu¬ 
lations (GSPR) is prescribed by the 
Commissioner, Public Buildings Service, 
and is established to provide all Public 
Buildings Service (PBS) activities with 
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additional uniform operating policies and 
procedures applicable to the procurement 
of personal property and nonpersonal 
services (including construction). 

§ 5B—1.102 Relationship of Chapter 5B 
to the FPR and Chapter 5. 

(a) GSPR Chapter 5B implements and 
supplements the FPR and GSPR Chapter 
5. implementing material is that which 
expands upon related FPR and Chapter 
5 material. Supplementing material is 
that for which there is no counterpart 
in the FPR or Chapter 5. 

(b) Material published in the FPR or 
Chapter 5 becomes effective throughout, 
PBS upon the effective date of the par¬ 
ticular FPR or Chapter 5 material. Such 
material will not be repeated, para¬ 
phrased, or restated in Chapter 5B. 
Therefore, all three must be reviewed to 
obtain comprehensive coverage of PBS- 
wide procurement operating policies and 
procedures. 

(c) Material in Chapter 5B imple¬ 
ments and supplements but does not 
supersede the FPR or Chapter 5 unless 
a deviation has been authorized and the 
deviation is explicitly referenced. In 
cases of other conflict, or when Chapter 
5B contains no related material imple¬ 
menting the FPR or Chapter 5, the FPR 
or Chapter 5 will govern. 

§ 5B-1.103 Applicability. 

Chapter 5B applies to all purchases 
and contracts made by PBS for the 
procurement of personal property and 
nonpersonal services (including con¬ 
struction) . 

§ 5B-1.104 Method of issuance. 

(a) All Chapter 5B material deemed 
necessary for business concerns, and 
others interested, to understand PBS 
procurement operating policies and pro¬ 
cedures will be published in the Federal 
Register. Other related material also 
may be published in the Federal Reg¬ 
ister when its inclusion will provide a 
logical, comprehensive statement of PBS 
procurement operating policies and 
procedures. 

(b) Chapter 5B material published in 
the Federal Register will be published in 
cumulative form in Chapter 5B of Title 
41 of the Code of Federal Regulations (41 
CFR Ch. 5B). The Federal Register 
and Title 41 of the Code of Federal Reg¬ 
ulations may be purchased from the 
Superintendent of Documents, Govern¬ 
ment Printing Office, Washington 25, 
DC. 

§ 5B—1.105 Exclusions. 

(a) Certain PBS procurement policies 
and procedures which come within the 
scope of this chapter nevertheless may 
be excluded therefrom when there is 
justification. These exclusions include 
the following categories: 

(1) Subject matter which bears a 
security classification. 

(2) Policy or procedures which are 
expected to be effective for a period of 
less than six months. 

(3) Policies or procedures which are 
effective on an experimental basis for a 
reasonable period. 

(4) Policies or procedures pertaining 
to other functions of PBS as well as to 


procurement functions and there is need 
to make the issuance available simul¬ 
taneously to all PBS employees con¬ 
cerned. 

(5) Where speed of issuance is es¬ 
sential, numerous changes are required, 
and all necessary changes cannot , be 
made promptly. 

(b) Procurement policies and proce¬ 
dures issued in other than the FPR 
System format under paragraphs (a) (4) 
and (a) (5), above, will be codified into 
Chapter 5B at the earliest practicable 
date, but in any event not later than six 
months from date of issuance. 

§ 5B—1.106 Arrangement. 

§ 5B-1.106-1 General plan. 

Chapter 5B is divided into parts, sub¬ 
parts, sections, subsections, and further 
subdivisions as necessary. 

§ 5B-1.106-2 Numbering. 

(a) Generally, the numbering system 
used in Chapter 5B conforms to that of 
the FPR (see § 1-1.007-2). Thus, a par¬ 
ticular procurement policy or procedure 
is identified by the same number in the 
FPR, Chapter 5, and Chapter 5B, ex¬ 
cept that the first digit of the number 
is either 1, 5, or 5B. 

(b) Where Chapter 5B implements a 
part, subpart, section, or subsection of 
the FPR or Chapter 5, the implementing 
part, subpart, section, or subsection of 
Chapter 5B will be numbered (and cap¬ 
tioned) to correspond to the FPR or the 
Chapter 5 part, subpart, section, or 
subsection. 

(c) Where Chapter 5B supplements 
the FPR or Chapter 5 and thus deals 
with subject matter not contained in the 
FPR or Chapter 5, the numbers 70 
through 89 will be assigned to the re¬ 
spective supplementing parts, subparts, 
sections, or subsections. 

(d) Where the subject matter con¬ 
tained in a part, subpart, section, or 
subsection of the FPR or Chapter 5 re¬ 
quires no implementation, Chapter 5B 
will contain no corresponding part, sub¬ 
part, section, or subsection number. 
Thus, there may be gaps in the Chapter 
5B series of part, subpart, section, or 
subsection numbers. In such cases, ref¬ 
erence is made to the FPR and Chapter 5 
for policy and procedure applicable 
throughout PBS. 

§ 5B-^ 106-3 Cross-references. 

(a) Within Chapter 5B, cross-refer¬ 
ences to the FPR and Chapter 5 will be 
made in the same manner as used within 
the FPR. Illustrations of cross-refer¬ 
ences to Chapter 5 are: 

(1) Part 5-2. 

(2) Subpart 5-2.2. 

(3) § 5-2.203-1. 

(b) Within Chapter 5B, cross-refer¬ 
ences to parts, subparts, and sections will 
be made in a manner generally similar 
to that used in making cross-references 
to the FPR. For example, this para¬ 
graph would be referenced as “§ 5B- 
1.106-3 (b).” 

§ 5B—1.107 Citation. 

(a) Citation in formal documents, such 
as legal briefs, shall give the number of 


the part, subpart, or section of Chapter 
5B following the words "General Services 
Administration Procurement Regula- 
tions” and shall include an appropriate 

reference to "41 CFR_” where the 

material has been published in the Fed¬ 
eral Register. 

(b) Any section of Chapter 5B, for 
purpose of brevity, may be informally 
identified as "GSPR” followed by the 
section number. For example, this para¬ 
graph could be identified in a memo¬ 
randum as "GSPR 5B-1.107(b).” 

§ 5B—1.108 Deviation. 

(a) The term "deviation” as used in 
this Chapter 5B is defined in the same 
manner as described in § 1-1.009-1. 

(b) In order to maintain uniformity 
to the greatest extent feasible, deviation 
by PBS activities from this Chapter 5B 
will be kept to a minimum and con¬ 
trolled as follows: 

(1) Approval of any deviation affect¬ 
ing the programs and operations of two 
or more PBS Offices will be made only by 
the Commissioner, PBS. In each in¬ 
stance the file shall disclose the nature 
of the deviation r.nd the reasons for such 
special action. 

(2) Approval of any deviation will be 
made only by the appropriate Assistant 
Commissioner, if the deviation does not 
affect the programs and operations of 
any other Office of PBS. 

(3) Requests for authority to deviate 
from Chapter 5B shall be submitted to 
the appropriate Office of PBS, supported 
by statements adequate to disclose fully 
the nature of the deviation and the rea¬ 
sons for special action. 

(4) Deviations in classes of cases, au¬ 
thorized under paragraphs (1) and (2) 
above, will expire, unless extended, 12 
months from the date of approval, unless 
sooner rescinded, without prejudice to 
any action taken thereunder. 

(c) Except as otherwise provided, 
when a deviation from a Chapter 5B 
contract form provision is authorized, 
physical change may not be made in the 
printed form, but shall be made by ap¬ 
propriate provision in the schedule, spec¬ 
ifications, or continuation sheet as 
appropriate. 


PART 5B-2—PROCUREMENT BY 
FORMAL ADVERTISING 

Subpart 5B-2.2—Solicitation of Bids 

Sec. 

5B-2.201 Preparation of invitations for 
bids. 

5B-2.201-70 Building services. 

Authority: §§ 6B-2.201 to 5B-2.201-70 is¬ 
sued under sec. 205(c), 63 Stat. 390, 40 
U.S.C. 486(c); and 41 CFR 5-1.101 (c), 28 
F.R. 4559. 

§ 5B—2.201 Preparation of invitations 
for bids. 

§ 5B-2.201-70 Building services. 

(a) GSA Form 1467, Invitation, Bid, 
and Award (Contract for Building Serv¬ 
ices) , and GSA Form 1468, General Pro¬ 
visions (Contract for Building Services), 
shall be used without limitation as to 
amount when formal advertising is re¬ 
quired in connection with procurement 
of building services. 
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(b) Insurance provisions, worked out 
with the regional Credit and Finance 
Division, shall be inserted in all invita¬ 
tions for bids for the procurement of 
building services where the aggregate 
amount involved is estimated to exceed 
$5,000. 

(c) GSA Form 1714, Nondiscrimina¬ 
tion in Employment, and GSA Form 
1732, Bidder Affiliation and Identifying 
Data, shall be inserted m all invitations 
for bids for the procurement of building 
services where the aggregate amount in¬ 
volved is estimated to exceed $10,000. 

(d) GSA Form 1411B, Contractor’s 
Representation Regarding Corytingent 
Fees (Contract for Building Services), 
shall be inserted in all invitations for 
bids for the procurement of building 
services where the aggregate amount in¬ 
volved is estimated to exceed $25,000. 

(e) A description of the services to be 
furnished, the time and place of per¬ 
formance, the period to be covered if a 
term contract is involved, the require¬ 
ments and specifications, payment pro¬ 
visions, and other special terms and con¬ 
ditions shall be developed and included 
in invitations for bids by separate at¬ 
tachment as necessary for each indi¬ 
vidual case. Bid bonds, performance 
bonds, or payment bonds should not ordi¬ 
narily be required. The attachments 
should be identified in the space provided 
therefor on the face of GSA Form 1467. 
The number of calendar days within 
which the bid is to be accepted should be 
inserted in the block entitled “BID” be¬ 
fore issuance of the invitation. 


PART 5B-16—PROCUREMENT 
FORMS 

Subpart 5B—16.5—Forms for Building Service 
Contracts 

Sec. 

5B-16.501-70 Scope of subpart. 

5B-16.501-71 Forms prescribed. 

5B-16.501-72 Optional use. 

Subpart 5B-16.9—Illustrations of Forms 

5B-16.950-1411B GSA Form 141 IB, Con¬ 

tractor’s Representation 
Regarding Contingent 
Fees (Contract for 
Building Services). 

5B-16.950-1467 GSA Form 1467, Invita¬ 

tion, Bid, and Award 
(Contract for Building 
Services). 

5B-16.950—1468 GSA Form 1468, General 

Provisions (Contract for 
Building Services). 

Authority: §§ 5B-16.501-70 to 5B-16.950- 

1468 issued under sec. 205(c), 63 Stat. 390, 

40 U.S.C. 486(c); and 41 CFR 5-1.101 (c), 28 

F.R. 4559. 


services in accordance with the limita¬ 
tions stated in § 5B-2.201-70. 

(a) GSA Form 141 IB, Contractor’s 
Representation Regarding Contingent 
Fees (Contract for Building Services). 

(b) GSA Form 1467, Invitation, Bid, 
and Award (Contract for Building 
Services). 

(c) GSA Form 1468, General Provi¬ 
sions (Contract for Building Services). 

§ 5B—16.501—72 Optional use. 

While the forms described in this Sub- 
part 5B-16.5 are used in procuring 


building services by formal advertising, 
they may also be used for negotiated 
contracts if appropriate changes are 
made. For example, the reference to 
sealed bids and public opening may be 
lined out and appropriate wording sub¬ 
stituted. 

Subpart 5B-16.9—Illustrations of 
Forms 

§ 5B—16.950—141 IB GSA Form 141 IB, 
Contractor’s Representation Regard¬ 
ing Contingent Fees (Contract for 
Building Services). 


GENERAL SERVICES ADMINISTRATION 

CONTRACTOR'S REPRESENTATION REGARDING 
CONTINGENT FEES 

(CONTRACT FOR BUILDING SERVICES) 

The Contractor represents: (Check appropriate boxes) 

(a) That he I—I has, t—I has not, employed or retained any company or person (other than a 
full-timei bona fide employee working solely for the Bidder) to solicit or secure this contract; and 

(b) That he I—I has, I—I has not, paid or agreed to pay any company or person (other than a 
full-time, bona fide employee working solely for the Bidder) any fee, commission, percentage or 
brokerage fee contingent upon or resulting from the award of this contract; and agrees to furnish 
information relating to (a) and (b), above, as requested by the Contracting Officer. (For interpreta¬ 
tion of this representation , including the term m bona fide employee* see Code of Federal Regula- 



Date_ 
Name of Bidder _ 

By* 


(Title) 


Subpart 5B—16.5—-Forms for Building 
Service Contracts 

§ 5B—16.501—70 Scope of subpart. 

This subpart sets forth forms for use 
in procuring building services. Such 
forms are illustrated in Subpart 5B-16.9. 

§ 5B—16.501—71 Forms prescribed. 

The following GSA rorms are pre¬ 
scribed for use in procuring building 


GSA apTSs 141 IB 
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§ Servfces)^^ ^ Form 1468, General Provisions (Contract for Building 


GENERAL PROVISIONS 


*■ J<»™ANSHir AND MATERIALS. Unlessother*!*,provided 
In the contiaa requirements and specifications, the Contractor 
shall furnish all labor, materials and equipment necessary for 
f.^4 S . fa »i° ry contrac * Performance. When not specifically identi- 
a^ii^hi 16 *f ecifl< '* tions » 8uch mater ials and equipment shaU be of 

n^ ble and grade for the purpose. Each item or article 
shall be subject to inspection and/or test and approved by the Con- 
S 0ffl [ er ' "«*»^ so requires. All mtoial 
shup and equipment shall be subject to the inspection and approval 
of the Contracting Officer or his representative. 

2. SUPERVISION. The Contractor shall arrange for satisfactory 

* the contract work. The ContSK ££*££££ 
sors shall be available at all times, when the contract work is in 
progress, to receive instructions from the Contracting Officer or 
his representative. * r 

3. QUALIFICATIONS OF EMPLOYEES. The Contracting Officer 
may require dismissal from the wofk of employees which he deems 
incompetent, careless, insubordinate, unsuitable or otherwise ob¬ 
jectionable, or whose continued employment he deems contrary to 
the public interest or inconsistent with the best interests of national 
security. The Contractor shall fill out and cause each of his em¬ 
ployees on the contract work to fill out, for submission to the Gov¬ 
ernment, such forms as may be necessary for security or other 
reasons. Upon request of the Contracting Officer, he and his em¬ 
ployees shall be fingerprinted by Government personnel assigned 
to that duty, 

4. WORK HOURS ACT OF 1962 - OVERTIME COMPENSATION. 

(a) No Contractor or subcontractor contracting for any part of 

the contract work shall require or permit any laborer or mechanic 
to be employed on such work in excess of eight hours in any calen¬ 
dar day or in excess of forty hours in any workweek unless such 
laborer or mechanic receives compensation at a rate not less t' 
one and one half times his basic rate of pay for all hours w ' ' 
excess of eight hours in any calendar day or in excess^oi l*i 
in such workweek, whichever is the greater nunfSepdf[oieVl 
hours. i a 

(b) In the event of any violation (L 
(a) the Contractor and any subcontractor r^AnrfeiblAfoV^chvio- 
lations shall be liable toany affected employe jAr bis unpaid wages. 

In addition, such Contractor or subcontkadW dHsOl be liable to the 
United States for liquidated damages. Such liquidated damages 
Bhall be computed, with respect to each individual laborer or me¬ 
chanic employed in violation of the provisions of paragraph (a), in 
the sum of $10 for each calendar day on which such employee was 
required or permitted to work in excess of eight hours or in excess 
of forty hours in a workweek without payment of the required over¬ 
time wages. 


(CONTRACT FOR BUILDING SERVICES) 


9. DEFAULT. The Government may, by written notice to the 
Contractor, terminate the Contnactor's right to proceed as to the 
whole or any part of the contract (a) if the Contractor fails to per- 
form the services within the time specified or any extension there¬ 
of, or (b) so fails to make progress as to endanger performance of 
the contract in accordance with its terms, or (c) the Contractor 
fails to perform any other provisions of the contract, and does not 
cure such failure as to (b) or (c) within 10 days (or such longer 
period if authorized) after receipt of written notice of such failure 
from the Contracting Officer. In the event of such termination, the 
Government may procure or furnish, upon such terms and in such 
manner as the Contracting Officer may deem appropriate, services 
similar to those so terminated, add the Contractor shall be liable 
to the Government for any excess costs for such services: Provided, 
That the Contractor shall not be liable for any increased costs if 
failure to perform the contract arises out of causes beyond his con¬ 
trol and without his fault or negligence and that of his subcontractors 
or suppliers. 

10. TERMINATION FOR CONVENIENCE OF THE GOVERNMENT. 
The Contracting Officer, by written notice, may terminate perfor¬ 
mance of work under this contract, in whole or in part, when it is 
in the best interest of the Government. The termination of the con- 
bract and compensation to the Contractor shall be governed by the 
Federal Procurement Regulations in effect on the date of the contract 
(41 CFR 1-8). 

11. DISPUTES. Any dispute concerning a question of fact arising 
under this contract, not disposed of by agreement, shall be decided 
by the Contracting Officer, who shall reduce his decision to writing 
and furnish a signed copy to the Contractor. Such decision shall be 
final and conctosive unless, within 30 days from the date of receipt 
thereof^4|^5^n\ractor mails or otherwise furnishes to the Con- 

k written appeal, addressed to the Administrator 
The Contractor shall be afforded an opportu- 
^ \ V 011611 evidence * The decision of the Admin- 

®j[ a n At^M^ilUrorized representative shall be final and conclu- 
v^Apsg^fraudulent, capricious, arbitrary, so grossly erroneous 
- larily to imply bad faith, or not supported by substantial 
Waence. Pending final decision of a dispute hereunder, the Con¬ 
tractor shall proceed diligently with the performance of the contract 
and in accordance with the Contracting Officer's decision. 

12. CONVICT LABOR. In connection with the performance of work 
under this'contract, the Contractor agrees not to employ any person 
undergoing sentence of imprisonment at hard labor. 

13. ASSIGNMENTS. Claims for moneys due or to become due to 
the Contractor from the Government may be assigned to others 
only as permitted by the Assignment of Claims Act of '1940 as 
amended (31 U.S. Code 203, 41 U.S. Code 15). The contract itself 
shall not be assigned. 


(c) The Contracting Officer may withhold, or cause to be with¬ 
held, from any moneys payable on account of work performed by 
the Contractor or subcontractor, the full amount of wages required 
by this contract and such sums as may administratively be deter¬ 
mined to be necessary to satisfy any liabilities of such Contractor 
or subcontractor for liquidated damages as provided in paragraph 


7. COVENANT AGAINST CONTINGENT FEES. The Contractor 
warrants that no person or selling agency has been employed or re¬ 
tained to solicit or secure this contract upon an agreement or under¬ 
standing for a commission, percentage, brokerage, or contingent 
fee, excepting bona fide employees or bona fide established com¬ 
mercial or selling agencies maintained by the Contractor for the 
purpose of securing business. For breach or violation of this war¬ 
ranty the Government shall have the right to annul this contract 
without liability or in its discretion to deduct from the contract 
price or consideration, or otherwise recover, the full amount of 
such commission, percenfage, brokerage, or contingent fee. 

8. OFFICIALS NOT TO BENEFIT. No Member of Congress or 
resident Commissioner shall be admitted to any share or part of 
the contract or to any benefit that may arise therefrom, but this 
provision shall not be construed to extend to the contract if made 
with a corporation for its general benefit. 


14. SAVE HARMLESS AND INDEMNITY AGREEMENT. The Con¬ 
tractor shall save and keep harmless and indemnify the Govern¬ 
ment against any and all liability, claims, and costs of whatsoever 
kind and nature for injury to or death of any person or persons and 
for loss or damage to any property (Government or otherwise) oc- 
curring in connection with or In any way incident to or arising out 
of the occupancy, use, service; operations, or performance of work 
in connection with this contract, resulting in whole or in part from 
the negligent acts, fault or omissions of Contractor, any subcon¬ 
tractor, or any employee, agent, or representative of Contractor 
or any subcontractor. 


15. UTILIZATION OF SMALL BUSINESS CONCERNS. 


(a) It Is the policy of the Government as declared by the Con¬ 
gress that a fair proportion of the purchases and contracts for sup¬ 
plies and services for the Government be placed with small business 
concerns. 


(b) The Contractor agrees to accomplish the maximum amount 
of subcontracting to small business concerns that the Contractor 
fjnds to be consistent with the efficient performance of this contract 


Effective date. These regulations are 
effective upon publication in the Federal 
Register, except that Subpart 5B-2.2 is 
effective September 1, 1963. 

Dated: May 22, 1963. 

R. T. Daly, 
Commissioner , 
Public Buildings Service . 

[F.R. Doc. 63-5785; Filed, June 3, 1963; 
8:45 a.m.] 


Chapter 50—Division of Public Con¬ 
tracts, Department of Labor 

PART 50-202—MINIMUM WAGE 
DETERMINATIONS 

Pumps and Compressors Industry 

On December 29, 1962, there was pub¬ 
lished in the Federal Register a tenta¬ 


tive decision determining prevailing 
minimum wages in the Pumps and 
Compressors Industry (27 F.R. 12962). 
That decision adopts the definition of the 
industry proposed in the notice of hear¬ 
ing which is based upon Standard Indus¬ 
trial Classification Industry No. 3561. It 
proposes one prevailing minimum wage 
for all the area in which the industry 
has its plants because it finds that com¬ 
petition for Government contracts for 
the products of the industry is industry¬ 
wide. On the basis of an analysis of a 
Bureau of Labor Statistics’ (BLS) wage 
survey, $1.65 per hour was found to be 
the prevailing minimum wage in the in¬ 
dustry as a whole. 

The Hydraulic Institute and the Com¬ 
pressed Air and Gas Institute have filed 
exceptions to the tentative decision 
which are confined to a reaffirmation of 
“the position which it took in the memo¬ 


randum which it filed after the Walsh- 
Healey hearing’'. 

That position was fully discussed in 
the tentative decision. Each exception 
has been carefully reconsidered. None 
appears to warrant further discussion 
here. Each is overruled. Each finding 
and conclusion, together with the reason 
and basis therefor, which is expressed in 
the tentative decision is hereby made 
final. 

Accordingly, upon the findings and 
conclusions stated herein, pursuant to 
authority under the Walsh-Healey Pub¬ 
lic Contracts Act (41 U.S.C. sec. 35 et 
seq.), and in accordance with the Ad¬ 
ministrative Procedure Act (5 U.S.C. 1001 
et seq.). Title 41 of the Code of Federal 
Regulations, Part 50-202, is hereby 
amended by the addition of § 50-202.30 
in the manner indicated below. 

For the reasons stated in the tentative 
decision for this industry (27 F.R. 
12964), and the final determinations for 
the manifold business forms industry 
(26 F.R. 7698), and the paper and pulp 
industry (26 F.R. 7699), I find good cause 
to and do hereby make this determina¬ 
tion effective seven days after publica¬ 
tion of this final decision in the Federal 
Register. 

The new § 50-202.30 of Title 41, Code 
of Federal Regulations, reads as follows: 

§ 50—202.30 Pumps and compressors in¬ 
dustry. 

(a) Definition. (1) The pumps and 
compressors industry is defined as that 
industry which manufactures or fur¬ 
nishes hand and power-driven pumps, 
compressors, and pumping equipment, 
including parts especially designed 
therefor. Products of this industry in¬ 
clude, without limitation, the following: 
industrial pumps, pumps for fluid power 
systems, hydraulic pumps, vacuum 
pumps, domestic water systems and 
pumps, domestic hand and windmill 
pumps, oil well and oil field pumps, air 
and gas compressors, tire inflators, and 
dusting and spraying outfits for metals, 
paints, and chemicals (except agricul¬ 
tural dusting and spraying machinery 
and equipment). 

(2) The pumps and compressors in¬ 
dustry does not include the manufacture 
or furnishing of refrigerating and air 
conditioning compressors, laboratory 
vacuum pumps, fuel pumps for motor ve¬ 
hicles, aircraft engine pumps, propel¬ 
ler feathering pumps, gasoline and oil 
measuring and dispensing pumps, grease 
guns, and agricultural dusting and spray¬ 
ing machinery and equipment. 

(b) Minimum wages. The minimum 
wage for persons employed in the manu¬ 
facture or furnishing of the products of 
the pumps and compressors industry 
shall be not less than $1.65 an hour. 

Signed at Washington, D.C., this 
29th day of May 1963. 

W. Willard Wertz, 

Secretary of Labor. 

[F.R. Doc. 63-5843; Filed. June 3, 1963; 

8:48 a.m.] 
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Title 5—ADMINISTRATIVE 
PERSONNEL 

Chapter I—Civil Service Commission 

PART 6— EXCEPTIONS FROM THE 
COMPETITIVE SERVICE 

Selective Service System 

Effective upon publication in the Fed¬ 
eral Register, paragraph (c) of § 6.144 
is amended as set out below. 

§ 6.144 Selective Service System. 
***** 

(c) Until June 30,1967, Executive Sec¬ 
retary, National Advisory Committee on 
the Selection of Physicians, Dentists, and 
Allied Specialists. 

(R.S. 1763, sec. 2, 22 Stat. 403, as amended; 

5 U.S.C. 631,633) 

United States Civil Serv¬ 
ice Commission, 

[seal] Mary V. Wenzel, 

Executive Assistant to 
the Commissioners. 

[F.R. Doc. 63-5817; Piled, June 3, 1963; 
8:45 a.m.] 

Title 9—ANIMALS AND 
ANIMAL PRODUCTS 

Chapter I—Agricultural Research 
Service, Department of Agriculture 

SUBCHAPTER D—EXPORTATION AND IMPORTA¬ 
TION OF ANIMALS AND ANIMAL PRODUCTS 

PART 92—IMPORTATION OF CER¬ 
TAIN ANIMALS AND POULTRY AND 
CERTAIN ANIMAL AND POULTRY 
PRODUCTS 

Miscellaneous Amendments 

Pursuant to provisions of sections 6, 
7, 8, and 10 of the Act of August 30, 1890, 
as amended (21 U.S.C. 102-105), section 
2 of the Act of February 2, 1903, as 
amended (21 U.S.C. Ill), section 306 
of the Act of June 17, 1930, as amended 
(19 U.S.C. 1306), and Public Law 87-518, 
Part 92, Code of Federal Regulations, 
is hereby amended in the following 
respects: 

§ 92.1 [Amendment] 

1. Section 92.1 (q) is amended to read 
as follows: 

(q) Permitted dip. A dip permitted 
by the Division to be used in the official 
dipping of animals for fever ticks, sca¬ 
bies, mites, screwworms, or other exter¬ 
nal parasites. 

2. A new paragraph (d) is added to 
§ 92.11 reading as follows: 

§ 92.11 Periods of quarantine. 

***** 

(d) Precautionary treatment. Ani¬ 
mals may be detained at the port of 
entry and there subjected to such dis¬ 
infection, blood tests, other tests, and 
dipping as may be required by the Direc¬ 
tor of the Division to determine their 
No. 101 


freedom from any communicable disease 
or infection with such disease. 

3. Paragraph (a) of § 92.35 is hereby 
changed to read as follows: 

§ 92.35 Cattle from Mexico. 

(a) Fever ticks , screwworms, and sca¬ 
bies. (1) Except as provided in subpara¬ 
graph (2) of this paragraph, all cattle 
offered for importation from Mexico 
shall be accompanied by a certificate of 
a salaried veterinarian of the Mexican 
Government showing that he inspected 
the said cattle at the time of movement 
to the port of entry and found them free 
from any evidence of communicable dis¬ 
ease and that, as far as it has been pos¬ 
sible to determine, they have not been 
exposed to any such disease, including 
splenetic, southern, or tick fever, during 
the preceding 60 days and if shipped by 
rail or truck the certificate shall further 
show that the cattle were loaded into 
clean and disinfected cars or trucks for 
transportation directly to the port of 
entry. They shall also be accompanied 
by a certificate of the importer, or his 
agent supervising the shipment, stating 
that while en route to the port of entry 
they have not been trailed or driven 
through any district or area infested with 
fever ticks. Notwithstanding such cer¬ 
tificates, all cattle shall be detained or 
quarantined as provided in § 92.34 and 
shall be dipped at least once, under 
supervision of an inspector, in an arsen¬ 
ical solution containing a minimum of 
0.22 percent of arsenious oxide in solu¬ 
tion, or in another permitted dip as pre¬ 
scribed by the port veterinarian, in ac¬ 
cordance with subdivisions (i) through 
(iii) of this subparagraph, after his in¬ 
spection of the animals and considera¬ 
tion of the area of origin of the animals, 
the area through which they were trans¬ 
ported to reach the port of entry, the 
disease conditions in these two areas, 
the purpose for which they are being 
imported, and the destination of the ani¬ 
mals. The owner or his agent shall first 
execute an application for inspection and 
dipping as provided in subdivision (2) 
(iii) of this subparagraph. 

(i) (a) Cattle from Mexico that, 
within 60 days prior to importation, have 
been tick-infested, or on tick-infested 
premises, or in a tick-infested area, or 
otherwise have been exposed to ticks, 
shall not be imported into the United 
States unless they comply with the pro¬ 
visions of subparagraph (2) of this 
paragraph and unless they are offered 
for importation through a United States 
port of entry in Texas and are consigned 
to a location in Texas. 

(b) From the Brownsville port of entry 
to the Del Rio port of entry inclusive, 
arsenious oxide shall be the required pre¬ 
cautionary dip, and final inspection and 
precautionary dipping shall not be per¬ 
formed until the animals have been 
under Division supervision in the inspec¬ 
tion pens at the port of entry on the Mex¬ 
ican side of the border for at least 48 
hours. 

(ii) At ports of entry from the west¬ 
ern boundary of the port of entry at Del 
Rio to the New Mexico-Arizona border, 
CoRal shall be the required precaution¬ 


ary dip: Provided, That lime-sulphur 
shall be the required precautionary dip 
for cattle consigned for immediate 
slaughter under conditions specified in 
§ 92.40: And provided, further, That 
cattle which have been infested with or 
exposed to ticks within the preceding 60 
days shall be imported and dipped in ac¬ 
cordance with the provisions of subdivi¬ 
sion (i). 

(iii) At ports of entry from the New 
Mexico-Arizona border to the Pacific 
Ocean the importer may choose any one 
of the permitted dips specified in § 73.10 
of this chapter: Provided, That lime-sul¬ 
phur shall be the required precautionary 
dip for cattle consigned for immediate 
slaughter under conditions specified in 
§ 92.40: And provided, further. That Co¬ 
Ral shall be the required precautionary 
dip for cattle, other than those consigned 
for immediate slaughter under conditions 
specified in § 92.40, when such cattle must 
enter a screwworm eradication area in 
the United States in the course of their 
uninterrupted movement to their de¬ 
clared destination. 

4. The first sentence of § 92.40 is here¬ 
by changed by deleting the reference to 
“ (a) (2) ” following “92.35.” The sentence 
then reads as follows: 

§ 92.40 Animals for immediate slaugh¬ 
ter. 

Swine and ruminants, other than 
sheep and goats, from the Mexican States 
of Tamaulipas, Nuevo Leon, Coahuila, 
Chihuahua, Sonora, Durango, and Baja 
California, and horses and poultry from 
any part of Mexico, may be imported, 
subject to the applicable provisions of 
§§ 92.31, 92.32, 92.33, 92.35, and 92.39(a) 
for immediate slaughter if accompanied 
by a certificate of a salaried veterinarian 
of the Mexican Government stating that 
he has inspected such animals on the 
premises of origin and found them free 
of evidence of communicable disease, and 
that, so far as it has been possible to de¬ 
termine, they have not been exposed to 
any such disease common to animals of 
their kind during the preceding 60 days, 
and if the animals are shipped by rail or 
truck, the certificate shall further specify 
that the animals were loaded into cleaned 
and disinfected cars or trucks for trans¬ 
portation directly to the port of entry. 

(Secs. 6, 7, 8, 10, 26 Stat. 416, as amended, 
417, sec. 2, 32 Stat. 792, as amended, sec. 306, 
46 Stat. 689, as amended, secs. 1-6, 11, 76 Stat. 
129-132; 19 U.S.C. 1306; 21 U.S.C. 102-105, 
111; Pub. Law 87-518; 19 F.R. 74, as amended) 

The amendments impose certain re¬ 
strictions necessary to prevent the intro¬ 
duction and dissemination of diseases 
into the United States, and clarify cer¬ 
tain provisions of the regulations. They 
must be made effective as soon as pos¬ 
sible to accomplish their purpose of pro¬ 
tecting the livestock and poultry of the 
United States, consistent with giving af¬ 
fected persons time to make necessary 
changes in their operations. Accord¬ 
ingly, pursuant to section 4 of the Ad¬ 
ministrative Procedure Act (5 U.S.C. 
1003), it is found upon good cause that 
notice and other public procedure con¬ 
cerning the amendments are impracti¬ 
cable and contrary to the public interest, 
and good cause is found for making the 
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amendments effective less than 30 days 
after publication in the Federal Register. 

The amendments shall become effec¬ 
tive June 10,1963. 

Done at Washington, D.C., this 28th 
day of May 1963. 

M. R. Clarkson, 

Acting Administrator , 
Agricultural Research Service. 

IF.R. Doc. 63-5856; Filed, June 3, 1963; 
8:48 a.m.] 


Title 19-CUSTOMS DUTIES 

Chapter I—Bureau of Customs, 
Department of the Treasury 

[T.D. 55900] 

PART 23—ENFORCEMENT OF CUS¬ 
TOMS AND NAVIGATION LAWS 

Remission or Mitigation of Penalties 
and Forfeitures 

Heretofore, when penalties incurred 
for violation of the customs or navigation 
laws have been mitigated or forfeitures 
incurred under those laws have been re¬ 
mitted conditioned on payment of a 
stated amount there has been no uniform 
procedure for fixing the period within 
which the mitigated payment must be 
made. This has led to some confusion or 
misunderstanding regarding the estab¬ 
lished Government position that if pay¬ 
ment is not made within the time pre¬ 
scribed in the specific ruling, or within 
a reasonable time when no specific period 
has been prescribed, the full penalty or 
forfeiture becomes payable thereafter. 
To prescribe a uniform procedure and to 
insure that a period will be applicable in 
every case, § 23.23(c) of the Customs 
Regulations is amended by substituting 
the following for the last sentence: “A 
decision to mitigate a penalty or to remit 
a forfeiture upon condition that a stated 
amount is paid shall be effective for not 
more than 60 days from the date of notice 
to the offender of such decision, unless 
the decision itself prescribes a different 
effective period or the decision is later 
amended to change the effective period. 
If payment of the stated amount is not 
received within the effective period, the 
full penalty or forfeiture shall be deemed 
applicable and shall be enforced. If 
payment of the stated amount is not 
made or a supplemental petition filed 
within the effective period, the matter 
shall be promptly referred to the United 
States attorney for appropriate atten¬ 
tion, unless other action has been di¬ 
rected by the Bureau.” 

(R.S. 161, as amended, 251. secs. 618, 624, 46 
Stat. 757, 759; 5 U.S.C. 22, 19 U.S.C. 66, 1618, 
1624) 

[seal] N. G. Strub, 

Acting Commissioner of Customs. 

Approved: May 24,1963. 

James Pomeroy Hendrick, 

Acting Assistant Secretary of the 
Treasury. 

[F.R. Doc. 63-5833; Filed, June 3, 1963; 

8:47 a.m.] 


Title 21—FODD AND DRUGS 

Chapter I—Food and Drug Admin¬ 
istration, Department of Health, 
Education, and Welfare 

SUBCHAPTER C—DRUGS 

PART 141—TESTS AND METHODS OF 
ASSAY OF ANTIBIOTIC AND ANTI¬ 
BIOTIC-CONTAINING DRUGS 

PART 141a—PENICILLIN AND PENI¬ 
CILLIN-CONTAINING DRUGS; TESTS 
AND METHODS OF ASSAY 

PART 141b—STREPTOMYCIN (OR 
DIHYDROSTREPTOMYCIN) AND 
STREPTOMYCIN- (OR DIHYDRO¬ 
STREPTOMYCIN-) CONTAINING 
DRUGS; TESTS AND METHODS OF 
ASSAY 

PART 141c—CHLORTETRACYCLINE 
(OR TETRACYCLINE) AND CHLOR¬ 
TETRACYCLINE- (OR TETRACY¬ 
CLINE-) CONTAINING DRUGS; 
TESTS AND METHODS OF ASSAY 

PART 141d—CHLORAMPHENICOL 
AND CHLORAMPHENICOL-CON¬ 
TAINING DRUGS; TESTS AND 
METHODS OF ASSAY 

PART 141 e—BACITRACIN AND BAC¬ 
ITRACIN-CONTAINING DRUGS; 
TESTS AND METHODS OF ASSAY 

PART 146—GENERAL REGULATIONS 
FOR THE CERTIFICATION OF ANTI¬ 
BIOTIC AND ANTIBIOTIC-CON¬ 
TAINING DRUGS 

PART 146a—CERTIFICATION OF PEN¬ 
ICILLIN AND PENICILLIN-CONTAIN¬ 
ING DRUGS 

PART 146b—CERTIFICATION OF 
STREPTOMYCIN (OR DIHYDRO¬ 
STREPTOMYCIN) AND STREPTOMY¬ 
CIN- (OR DIHYDROSTREPTOMY¬ 
CIN-) CONTAINING DRUGS 

PART 146c—CERTIFICATION OF 
CHLORTETRACYCLINE (OR TETRA¬ 
CYCLINE) AND CHLORTETRACY¬ 
CLINE- (OR TETRACYCLINE-) CON¬ 
TAINING DRUGS 

PART 146d—CERTIFICATION OF 
CHLORAMPHENICOL AND CHLOR¬ 
AMPHENICOL - CONTAINING 
DRUGS 

PART 146e—CERTIFICATION OF BAC¬ 
ITRACIN AND BACITRACIN-CON¬ 
TAINING DRUGS 

Sterility Test Methods and Procedures 

In the matter of amending the regula¬ 
tions for tests and methods of assay and 
certification of antibiotic and antibiotic- 
containing drugs that are required to be 
sterile; 

There was published in the Federal 
Register of July 20, 1962 (27 F.R. 6880), 
a proposal to amend the regulations with 
respect to sterility tests for antibiotics. 


The Commissioner of Food and Drugs 
has considered all comments and objec¬ 
tions submitted in response to the pro¬ 
posal, some of which are accepted, some 
modified, and some rejected, and hereby 
orders that these regulations be amended 
as indicated below, pursuant to the pro¬ 
visions of the Federal Food, Drug, and 
Cosmetic Act (secs. 507, 701, 52 Stat. 
1055, 59 Stat. 463, as amended 61 Stat. 11 
63 Stat. 409, 67 Stat. 389, 76 Stat. 785’ 
786, 787; 21 U.S.C.A. 371, 357), and under 
the authority delegated to him by the 
Secretary of Health, Education, and 
Welfare. 

Title 21, Chapter I (21 CFR Parts 141, 
141a, 141b, 141c, 141d, 141e, 146, 146a, 
146b, 146c, 146d, 146e), is amended as 
follows: 

1. By adding to Title 21, Chapter I, 
Subchapter C, the following new part: 
Sec. 

141.1 [Reserved] 

141.2 Sterility test methods and procedures. 

Authority: § 141.2 issued under secs. 507, 
701, 52 Stat. 1055, 59 Stat. 463, as amended 
61 Stat. 11, 63 Stat. 409, 67 Stat. 389, 76 Stat. 
785, 786, 787; 21 U.S.C.A. 357, 371. 

§ 141,1 [Reserved] 

§ 141.2 Sterility test methods and pro¬ 
cedures. 

(a) Laboratory facilities. Hie test 
must be performed using aseptic tech¬ 
niques in an area as free from contami¬ 
nation as is possible to achieve. Testing 
should not be conducted under direct ex¬ 
posure to ultraviolet light or in areas 
under aerosol treatment. Environmental 
tests to assess the suitability of testing 
conditions should be made frequently 
enough to assure the validity of test 
results. 

(b) Culture media. Use ingredients 
that conform to the standards prescribed 
by the U.S.P. or N.P. In lieu of pre¬ 
paring the media from the individual 
ingredients, they may be made from 
dehydrated mixtures which, when recon¬ 
stituted with distilled water, have the 
same or equivalent composition as such 
media and have growth-promoting, buf¬ 
fering, and oxygen tension-controlling 
properties equal to or better than such 
media. The pH of each medium should 
be adjusted with 22V hydrochloric acid 
or sodium hydroxide before sterilization, 
soHhat after sterilization and the addi¬ 
tion of the penicillinase, if necessary, the 
pH will fall within the specified range. 
Dispense 90 ±10 milliliter quantities of 
the liquid media into individual test tubes 
(38 millimeters X 200 millimeters). 
Close the tubes with suitable closures, 
and sterilize in an autoclave at 121° C. 
for 20 minutes. The autoclave tem¬ 
perature should be reached within 10 
minutes. After sterilization, cool the 
medium at once to approximately 25° C. 
and store at 20° C. to 30° C. The steril¬ 
ity of each lot of tubes of liquid medium 
may be confirmed by incubating an ade¬ 
quate number of tubes as described in 
the test procedures in paragraph (e) of 
this section. 

(1) Medium A. Use U.S.P. fluid thio- 
glycollate medium I. 

(2) Medium B. Use U.S.P. fluid thio- 
glycollate medium I, with sufficient ster¬ 
ile penicillinase added to inactivate 100 
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milligrams of penicillin activity in the 
sample under test. The penicillinase 
must be added to individual tubes of 
sterile medium A, using aseptic tech¬ 
nique. Prior to use, the tubes contain¬ 
ing added penicillinase are incubated at 
30° C.-32° C. for 24 hours to 48 hours, 
and are examined for sterility. If the 
sample contains penicillin as the only 
antibiotic, the ability of the penicillinase 
to inactivate all the penicillin in the 
sample under test is checked as follows: 
Add to one test tube of medium B the 
proper amount of penicillin from one of 
the individual containers under test. 
Then add 1.0 milliliter of a 1:1,000 dilu¬ 
tion of an 18-24 hour culture of Staphy¬ 
lococcus aureus (American Type Culture 
Collection 6538-P) in Medium A. Typi¬ 
cal microbial growth must be observable 
after 24 hours incubation at 30° C.-32° 
C. If the sample contains a mixture of 
penicillin plus some other antibiotic, the 
ability of the penicillinase to inactivate 
all the penicillin in the sample is not 
tested directly on the sample under test, 
but is determined separately, using an 
amount of penicillin alone equivalent to 
the amount of penicillin in the sample 
or by any other suitable method for 
standardizing the penicillin-inactivating 
power of the penicillinase preparation. 

(3) Medium C. To each liter of me¬ 
dium A add 5.0 milliliters of polysorbate 
80 before sterilization. To each tube of 
sterilized medium add sufficient sterile 
penicillinase, and proceed as directed for 
medium B. 

(4) Medium D. To each liter of me¬ 
dium A add 5.0 milliliters of polysorbate 
80 and sufficient 2 N sodium hydroxide 
so that the pH will be 7.9±0.1 after ster¬ 
ilization. Then add sufficient sterile 
penicillinase to each tube and proceed 
as directed from medium B. 

(5) Medium E. Use U.S.P. fluid Sa- 
bouraud medium. 

( 6 ) Medium F. To each liter of me¬ 
dium E add 5.0 milliliters of polysorbate 
80 before sterilization. To each tube of 
sterilized medium add sufficient sterile 
penicillinase to solubilize the penicillin 
in the sample to be tested. 

(7) Medium G. Prepare as follows: 


Peptic digest of animal tissue- 6.0 gm. 

Pancreatic digest of casein- 4.0 gm. 

Yeast extract-_ 3.0 gm. 

Beef extract_- 1.5 gm. 

Dextrose.__ 1.0 gm. 

Agar_15.0 gm. 

Distilled water, q.s_ 1,000.0 ml. 

pH 6.6±0.1. 


Suspend the powder in a liter of distilled 
water. Allow to stand for 5 minutes, 
then mix thoroughly. Boil for 1 or 2 
minutes or until solution is complete. 
Dispense in suitable flasks and sterilize 
at 121° c. for 15 minutes. Aseptically 
pour approximately 25-milliliter quanti¬ 
ties into sterile Petri dish bottoms meas¬ 
uring 20 millimeters x 100 millimeters. 
Cover plates with sterile porcelain tops, 
glazed on the outside. Allow plates to 
stand at room temperature for 48 hours 
Prior to use as a control on the sterility 
of the plates. 

( 8 ) Medium H. Prepare, sterilize, 
and dispense as described for medium 
G, except as follows: 


Dextrose- r -40.0 gm. 

Peptic digest of animal tissue-10.0 gm. 

Agar-15.0 gm. 

Distilled water, q.s- 1,000.0 ml. 


pH 5.6±0.1 after sterilization. 

(c) Diluting fluids—(1) Diluting fluid 
A. Dissolve 5 grams of U.S.P. peptic 
digest of animal tissue or equivalent in 
sufficient distilled water to make 1,000 
milliliters. Dispense in flasks and ster¬ 
ilize as described in paragraph (b) of 
this section. Final pH=7.1±0.1. 

(2) Diluting fluid B. To each liter of 
diluting fluid A add 5.0 milliliters of 
polysorbate 80 before sterilization. 

(3) Diluting fluid C. Dissolve 0.5 
gram of sodium thioglycollate in suffi¬ 
cient distilled water to make 1,000 milli¬ 
liters, and adjust with NaON, so that 
after sterilization the final pH will be 
pH 6 . 6 ±0.6. Dispense in flasks and ster¬ 
ilize as described in paragraph (b) of 
this section. 

(d) Membrane, filter . The filter has 
a normal porosity of 0.22 micron ± 0.02 
micron, a diameter of approximately 47 
millimeters, and a flow-rate of 20 milli¬ 
liters to 24 milliliters of distilled water 
passing each square centimeter of filter 
area per minute, with a differential pres¬ 
sure of 70 centimeters of mercury at 
25° C. 

(e) Conduct of test— (l)(i) Mem¬ 
brane filter method . From each of 20 
immediate containers, aseptically trans¬ 
fer a sample containing approximately 
500 milligrams of activity (use the entire 
contents if each container contains less 
than this amount) into a sterile 500- 
milliliter Erlenmayer flask containing 
approximately 200 milliliters of diluting 
fluid A. Stopper the flask and swirl to 
dissolve the drug. As soon as the sample 
has completely dissolved, aseptically 
filter the solution through a bacteriologi¬ 
cal membrane filter. All air entering the 
filtering system is filtered through air 
filters capable of removing micro-orga¬ 
nisms. Filter three 100-milliliter quan¬ 
tities of diluting fluid A through the 
membrane to remove residual antibiotic. 
By means of a sterile circular blade, 
paper punch, or any other suitable sterile 
device, cut a circular portion (approxi¬ 
mately 17.5 millimeters diameter) from 
the center of the filtering area. Transfer 
the cut center area to a sterile 38 milli¬ 
meters x 200 millimeters (outside dimen¬ 
sions) test tube containing 90 ±10 milli¬ 
liters of sterile medium A. Incubate the 
tube for 7 days at 30° C.-32° C. Using 
sterile forceps, transfer the remaining 
outer portion of the membrane into a 
second similar tube containing 90 ±10 
milliliters of medium E. Incubate the 
second tube for 7 days at 22° C.—25° C. 
A control may be run on the sterility of 
the system and on each batch of diluting 
fluid by using 200 milliliters of the anti¬ 
biotic-free diluting fluid and proceeding 
as described in this subparagraph, but 
omitting the antibiotic sample. Examine 
all tubes for visible growth. If growth is 
observed in any tube, confirm by micro¬ 
scopic examination. 

(ii) In lieu of the method described 
in subdivision (i) of this paragraph, two 
separate tests may be performed, using 
a pool of 10 containers for each test. 
This modification must be used if the 


contents of 20 containers will not dis¬ 
solve completely in 200 milliliters of 
diluting fluid or will not filter rapidly. 

(2) Direct method. From each of 20 
immediate containers, transfer approxi¬ 
mately 500 milligrams of antibiotic ac¬ 
tivity to individual sterile test tubes (38 
millimeters x 200 millimeters) contain¬ 
ing 90±10 milliliters of medium A, or 
use the entire contents if each container 
has less than 500 milligrams. Incubate 
all tubes at 30° C. to 32° C. for 7 days. 
Gently agitate the tubes every 1 to 3 
days or until complete solubilization oc¬ 
curs. At intervals, examine all tubes for 
visible growth. If growth is observed 
in any tube, confirm by microscopic ex¬ 
amination. From each of the same 20 
immediate containers, transfer approxi¬ 
mately 500 milligrams of antibiotic ac¬ 
tivity to individual sterile test tubes (38 
millimeters x 200 millimeters) contain¬ 
ing 90 ± 10 milliliters of medium E, or use 
the entire contents of 20 additional con¬ 
tainers, if each container has less than 
500 milligrams of antibiotic activity. In¬ 
cubate all tubes at 22° C. to 25° C. for 7 
days. Gently agitate the tubes every 
1 to 3 days or until complete solubiliza¬ 
tion occurs. At intervals, examine all 
tubes for visible growth. If growth is 
observed in any tube, confirm by micro¬ 
scopic examination. 

(f) Evaluation of results —(1) Mem¬ 
brane-filter method. The batch, or the 
part of the batch represented by a par¬ 
ticular filling operation, meets the re¬ 
quirements of the test if no sample tube 
shows growth. If growth is observed in 
any sample tube, run a second test, except 
perform it in duplicate, using the con¬ 
tents of 40 immediate containers. If in 
the original test, growth is observed in 
only one of the two media, test both 
portions of the cut filter membrane by 
placing each into a separate tube of the 
same medium. The batch meets the re¬ 
quirements if no tube on the second test 
shows growth. If growth is observed in 
any of the control tubes as well as in the 
sample tubes in either the original or the 
second test, such test is invalid and must 
be performed again. In any event, fur¬ 
ther tests may be justified if any of the 
environmental tests in paragraph (a), 
(b), or (e) of this section indicate that 
conditions for any test were not ideal. 
In such instances, the batch is satis¬ 
factory if on the final test no tube shows 
growth. 

(2) Direct method. The batch, or the 
part of the batch represented by a par¬ 
ticular filling operation, meets the re¬ 
quirements of the test if no tube shows 
growth after incubation. If growth 
occurs in no more than two tubes of 
either medium, provided they represent 
no more than 10 percent of the con¬ 
tainers tested, repeat the test, using 40 
containers for each medium in which 
growth was observed. The batch is sat¬ 
isfactory if, on the second test, no tube 
shows growth. If growth is observed in 
any of the control tubes (except inocu¬ 
lated tubes, if the sample is penicillin) as 
well as in the sample tubes in either the 
original or the second test, such test is 
invalid and must be performed again. 
In any event, further tests may be justi¬ 
fied if any of the environmental tests in 
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paragraph (a) or (b) of this section in¬ 
dicate that conditions for any test were 
not ideal. In such instances the batch 
is satisfactory if in the final test no tube 
shows growth. 

2. Section 141a.2 is changed to read: 

§ 141a. 2 Sodium penicillin, calcium 
penicillin, potassium penicillin; ste¬ 
rility. 

Proceed as directed in § 141.2 of this 
chapter, using the method described in 
paragraph (e) (1) or (2) of that section, 
except use 180 milligrams (activity) in 
lieu of 500 milligrams, and, if using the 
method in paragraph (e) (2), use medium 
B in lieu of medium A. 

3. In § 141a.7 Penicillin in oil and wax, 
paragraph (b), is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and use 
medium B in lieu of medium A. 

4. In § 141a.17 Penicillin sulfonamide 
powder, paragraph (c) is amended to 
read : 

(c) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 0.5 gram of powder 
and medium B in lieu of medium A. 

5. In § 141a.23 Crystalline penicillin 
and epinephrine in oil, paragraph (b) is 
amended to read : 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and 
medium B in lieu of medium A. 

6. In § 141a.24 Aluminum penicillin, 
paragraph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and 
medium B in lieu of medium A. 

7. In § 141a.26 Procaine penicillin, 
paragraph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and use 
medium B in lieu of medium A. 

8. Section 141a.27 Procaine penicillin 
in oil is amended by adding thereto para¬ 
graphs (b) and (c) as follows: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and use 
medium B in lieu of medium A. 

(c) Moisture. Proceed as directed in 
§ 141a.7(c). 

9. In § 141a.29 Procaine penicillin for 
aqueous injection, paragraph (b) is 
amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 


described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and 
medium B in lieu of medium A. 

10. In § 141a.30 Ephedrine penicillin, 
paragraph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) or (2) of 
that section,. except use 180 milligrams 
(activity) in lieu of 500 milligrams, and 
if using the method in paragraph (e) (2), 
use medium B in lieu of medium A. 

11. In § 141a.34 Procaine penicillin 
arid crystalline penicillin in oil, para¬ 
graph (e) is amended to read: 

(e) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and 
medium B in lieu of medium A. 

12. In § 141a.39 Penicillin-streptomy¬ 
cin; penicillin-dihydrostreptomypin vet¬ 
erinary, paragraph (b) is amended to 
read: 

(b) Sterility. Using 500 milligrams of 
combined activity from each container, 
proceed as directed in § 141.2 of this 
chapter using the method described in 
paragraph (e) (1) of that section, except 
if the product contains procaine peni¬ 
cillin add sufficient penicillinase to the 
peptone water and swirl the flask to 
completely solubilize the procaine peni¬ 
cillin before filtration. However, if the 
preparation contains Z-ephenamine pen¬ 
icillin, or if homogenizers or suspending 
agents prevent solubilization, proceed as 
directed in § 141.2(e) (2) of this chapter, 
except use medium B in lieu of medium 
A. If the preparation contains diethyla- 
minoethyl ester penicillin G hydriodide, 
proceed as described in § 141.2(e) (2) of 
this chapter, except use medium D in 
lieu of medium A. 

13. In § 141a.42 Crystalline penicillin 
and bacitracin, paragraph (b) is 
amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section, except use 300 milligrams of 
combined activity in lieu of 500 milli¬ 
grams. 

14. In § 141a.43 l-Ephenamine peni¬ 
cillin G, paragraph (b) is amended to 
read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, medium 
C in lieu of medium A, and medium F in 
lieu of medium E. 

15. In § 141a.44 l-Ephenamine peni¬ 
cillin G in oil, paragraph (b) is amend¬ 
ed to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the 
method described in paragraph (e) (2) 
of that section, except use 180 milligrams 
(activity) in lieu of 500 milligrams, me¬ 
dium C in lieu of medium A, and medium 
F in lieu of medium E. 


16. In § 141a.45 l-Ephenamine peni¬ 
cillin G for aqueous injection, paragraph 
(b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, medium 
C in lieu of medium A, and medium F in 
lieu of medium E. 

17. In § 141a.46 Procaine penicillin in 
streptomycin sulfate solution; procaine 
penicillin in dihydrostreptomnycin sulfate 
solution, paragraph (b) is amended to 
read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 500 milligrams of 
combined activity and medium B in lieu 
of medium A. 

18. In § 141a.47 Benzathine penicillin 
G, paragraph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, medium 
B in lieu of medium A, and medium F 
in lieu of medium E, and during the 
period of incubation shake the tubes at 
least once daily. 

19. In § 141a.51 Diethylaminoethyl 
ester pencillin G hydriodide, paragraph 
(b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e)(2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and use 
medium D in lieu of medium A. 

20. In § 141a.52 Diethylaminoethyl 
ester penicillin G hydriodide for aqv&ous 
injection, paragraph (b) is amended to 
read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and use 
medium D in lieu of medium A. 

21. In § 141a.54 Benzathine penicillin 
G for aqueous injection, paragraph (b) 
is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the. method 
described in paragraph (e)(2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, medium 
C in lieu of medium A, and medium F 
in lieu of medium E. During the period 
of incubation, shake the tubes at least 
once daily. 

22. In § 141a.55 Benzathine penicillin 
G and buffered crystalline penicillin for 
aqueous injection, paragraph (e) is 
amended to read: 

(e) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, medium 
C in lieu of medium A, and medium F in 
lieu of medium E. During the period of 
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incubation, shake the tubes at least once 

daily. 

23. In § 141a.59 Penicillin-streptomy¬ 
cin-bacitracin dental paste; penicillin- 
dihydrostreptomycin-bacitracin dental 
paste, paragraph (c) is amended to read: 

(c) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 300 milligrams (com¬ 
bined activity) in lieu of 500 milligrams 
and medium B in lieu of medium A, and 
add sufficient 2 N sodium hydroxide to 
medium E so that the pH will be 7.4 after 
sterilization. 

24. In § 141a.60 Penicillin and dihy- # 

drostreptomycin-streptomycin sulfate 

veterinary ♦ * *, paragraph (b) is 
changed to read: 

(b) Sterility— (1) Penicillin and di- 
hydrostreptomycin-streptomycin sulfate 
solution. Proceed as directed in § 141.2 
of this chapter, using the method de¬ 
scribed in paragraph (e) (1) of that sec¬ 
tion, except use 500 milligrams of com¬ 
bined activity. 

(2) Procaine penicillin in dihydro- 
streptomycin-streptomycin sulfate solu¬ 
tion. Proceed as directed in § 141.2 of 
this chapter, using the method described 
in paragraph (e) (2) of that section, ex¬ 
cept use 500 milligrams of combined ac¬ 
tivity and medium B in lieu of medium A. 

25. In § 141a.61 Benzathine-procaine- 
buffered crystalline penicillin for aqueous 
injection, paragraph (b) is amended to 

read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 500 milligrams of 
combined activity, medium C in lieu of 
medium A, and medium F in lieu of me¬ 
dium E. During the period of incuba¬ 
tion, shake the tubes at least once daily. 

26. In § 141a.67 Procaine penicillin and 
benzathine penicillin G in streptomycin 
sulfate solution * * *, paragraph (b) is 
amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 500 milligrams of 
combined activity, medium C in lieu of 
medium A, and medium F in lieu of me¬ 
dium E. During the period of incuba¬ 
tion, shake the tubes at least once daily. 

27. In § 141a.68 Benzathine penicillin 
G and streptomycin * * *, paragraph 
(b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 500 milligrams of 
combined activity, medium C in lieu of 
medium A, and medium F in lieu of 
medium E. During the period of incu¬ 
bation, shake the tubes at least once 
daily. 

28. In § 141a.72 Dibenzylamine peni¬ 
cillin G (dibenzylamine penicillin G 
salt), paragraph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
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described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams and use 
medium B in lieu of medium A. 

29. In § 141a.78 Benzathine penicillin 
G in oil, paragraph (b) is amended to 
read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, medium 
C in lieu of Medium A, and medium F 
in lieu of medium E. During the period 
of incubation, shake the tubes at least 
once daily. 

30. In § 141a.79 Benzathine penicillin 
G and procaine penicillin G in oil, para¬ 
graph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, medium 
C in lieu of medium A, and medium F* in 
lieu of medium E. During the period of 
incubation, shake the tubes at least once 
daily. 

31. In § 141a.80 Benzathine penicillin 
G-procaine penicillin G-streptomycin in 
oil * * *, paragraph (b) is amended to 
read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 500 milligrams of 
combined activity, medium C in lieu of 
medium A, and medium F in lieu of 
medium E. During the period of incuba¬ 
tion, shake the tubes at least once daily. 

32. In § 141a.83 Benzathine penicillin 

V ( benzathine penicillin V salt), para¬ 
graph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, use 
medium C in lieu of medium A, and 
medium F in lieu of medium E. During 
the period of incubation, shake the tubes 
at least once daily. 

33. In § 141a.99 Benzathine penicillin 

V for aqueous injection veterinary, para¬ 
graph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section, except use 180 milligrams (ac¬ 
tivity) in lieu of 500 milligrams, medium 
C in lieu of medium A, and medium F 
in lieu of medium E. During the period 
of incubation, shake the tubes at least 
once daily. 

34. In § 141a.103 Methicillin sodium, 
paragraph (b) is amended to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) or (2) of 
that section, except use 180 milligrams 
(activity) in lieu of 500 milligrams, and 
if using the method in paragraph (e) (2) 
of that section, use medium B in lieu of 
medium A. 
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35. Section 141b.102 is amended to 
read: 

§ 141b. 102 Streptomycin sulfate, strep¬ 
tomycin hydrochloride, streptomycin 
phosphate, streptomycin trihydro¬ 
chloride calcium chloride; sterility. 

Use the entire contents of single-dose 
containers or the equivalent of approxi¬ 
mately 0.5 gram (activity) from each 
multiple-dose container, and proceed as 
directed in § 141.2 of this chapter, using 
the method described in paragraph (e) 
(1) of that section. 

36. In § 141b. 108 Dihydrostreptomycin 
sulfate'* * *, paragraph (c) is changed 
to read: 

(c) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e)(1) of that 
section. 

37. In § 141b.114 Streptomycin-baci¬ 
tracin-polymyxin gauze pads, paragraph 
(b) is changed to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section. 

38. In § 141b.121 Streptonicozid sul¬ 
fate, paragraph (d) is changed to read: 

(d) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section. 

39. In § 141C.201 Chlortetracydine hy¬ 
drochloride, paragraph (b) is changed 
to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section, except use 50 milligrams in lieu 
of 500 milligrams. 

40. In § 141C.206 Chlortetracy dine 
ophthalmic * * *, paragraph (c) is 
changed to read: 

(c) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e)(1) of that 
section, except use 50 milligrams in lieu 
of 500 milligrams. 

41. In § 141c.211 Chlortetracy dine 
surgical powder • ♦ ♦.paragraph (b) is 
changed to read: 

(b) Sterility. Use approximately 50 
milligrams of activity from each imme¬ 
diate container and proceed as directed 
in § 141.2 of this chapter, using the 
method described in paragraph (e) (2) 
of that section. However, if it is pack¬ 
aged with inert gases, thoroughly cleanse 
the valve (do not flame) of each con¬ 
tainer to be tested with a suitable disin¬ 
fectant. Into each of two empty, sterile 
Erlenmeyer flasks stoppered with a cot¬ 
ton plug, spray approximately the equiv¬ 
alent of 50 milligrams (activity) from 10 
separate cans by removing the plug tem¬ 
porarily and using asceptic technique 
while spraying; allow propellent to evap¬ 
orate, add 250 milliliters of diluting fluid 
A as described in § 141.2(c)(1) of this 
chapter, and proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section. 
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42. In § 141c.213 Chlortetracycline 
gauze packing, paragraph (b) is changed 
to read: 

(b) Sterility. Using the entire gauze 
packings when possible, or the largest 
portion that can be inserted into the 
culture tube, proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section. 

43. In § 141c.214 Chlortetracycline 
dressing, paragraph (b) is changed to 
read: 

(b) Sterility. Using approximately 
one-fourth of each individual dressing 
to be tested, proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (2) of that 
section. 

44. In § 141c.221 Tetracycline hydro¬ 
chloride for intramuscular use * * *, 
paragraph (b) is changed to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section, except use 50 milligrams in lieu 
of 500 milligrams. 

45. In § 141c.227 Chlortetracycline 
spray dressing (chlortetracycline hydro¬ 
chloride spray dressing) , paragraph (b) 
is changed to read: 

(b) Sterility. Use approximately 50 
milligrams of activity from each imme¬ 
diate container, and proceed as directed 
in § 141.2 of this chapter, using the 
method described in paragraph (e) (2) of 
that section. 

46. In § 141C.235 Tetracycline hydro¬ 
chloride-oleandomycin phosphate for 
aqueous injection, paragraph (b) is 
changed to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section, except use 50 milligrams in lieu 
of 500 milligrams. 

47. In § 141c.242 Tetracycline-neomy¬ 
cin complex powder topical * * *, para¬ 
graph (b) is changed to read: 

(b) Sterility. Thoroughly cleanse 
with a suitable disinfectant the valve (do 
not flame) of each container to be tested. 
Into each of two empty, sterile Erlen- 
mayer flasks stoppered with a cotton 
plug, spray approximately the equivalent 
of 50 milligrams (activity) from 10 sepa¬ 
rate cans by removing the plug tempo¬ 
rarily and using aseptic technique while 
spraying; allow propellant to evaporate, 
add 250 milliliters to 500 milliliters of 
diluting fluid B in lieu of diluting fluid 
A, and swirl the flasks to dissolve the 
contents. Then proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section. 

48. In § 141C.244 Tetracycline hydro¬ 
chloride-neomycin spray ointment topi¬ 
cal, paragraph (b) is changed to read: 

(b) Sterility. Use 50 milligrams of 
activity from each immediate container 
and proceed as directed in § 141.2 of this 
chapter, using the method described in 
paragraph (e) (2) of that section. 
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49. In § 141c.247 Chlortetracycline 
hydrochloride impregnated surgical silk, 
paragraph (b) is changed to read: 

(b) Sterility. Using individual su¬ 
tures, proceed as directed in § 141.2 of 
this chapter, using the method described 
in paragraph (e) (2) of that section. 

50. In § 141c.249 Rolitetracycline for 
intravenous use, paragraph (b) is 
changed to read: 

(b) Sterility. Proceed as directed 
in § 141.2 of this chapter, using the meth¬ 
od described in paragraph (e) (1) of that 
section, except use 50 milligrams in lieu 
of 500 milligrams. 

51. In § 141c.250 Rolitetracycline for 
intramuscular use, paragraph (b) is 
changed to read: 

(b) Sterility. Proceed as directed 
in § 141.2 of this chapter, using the 
method described in paragraph (e) (1) 
of that section, except use 50 milligrams 
in lieu of 500 milligrams. 

52. In § 141d.301 Chloramphenicol, 
paragraph (b) is changed to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section, except use 50 milligrams in lieu 
of 500 milligrams. 

53. In § 141d.304 Chloramphenicol 
ophthalmic, paragraph (c) is changed to 
read: 

(c) Sterility. Use entire contents, and 
proceed as directed in § 141.2 of this 
chapter, using the method described in 
paragraph (e) (1) of that section, except 
if it contains a corticoid use 0.5 milliliter 
of the suspension of the sample prepared 
according to label directions and proceed 
as directed in paragraph (e) (2) of that 
section. 

54. In § 141d.307 Chloramphenicol 
solution * * *, paragraph (b) is 
changed to read: 

(b) Sterility —(1) Chloramphenicol 
solution. Proceed as directed in § 141.2 
of this chapter, using the method de¬ 
scribed in paragraph (e) (1) of that sec¬ 
tion, except add the equivalent of 250 
milligrams of activity from each con¬ 
tainer directly to the dry filter, thus 
eliminating the preliminary solubiliza¬ 
tion step. 

(2) Chloramphenicol for aqueous in¬ 
jection. Proceed as directed in § 141.2 of 
this chapter, using the method described 
in paragraph (e) (2) of that section, ex¬ 
cept use 50 milligrams in lieu of 500 milli¬ 
grams. 

55. In § 141d.314 Chloramphenicol so¬ 
dium succinate, paragraph (b) is changed 
to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e) (1) of that 
section. 

56. In § 141d.315 Chloramphenicol so¬ 
dium succinate for aqueous injection, 
change paragraph (b) to read: 

(b) Proceed as directed in § 141.2 of 
this chapter, using the method described 
in paragraph (e) (1) of that section. 


57. In § 141e.401 Bacitracin, para¬ 
graph (b) is changed to read: 

(b) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e)(1) of that 
section. 

58. In § 141e.408 Bacitracin ophthal¬ 
mic, paragraph (d) is changed to read: 

(d) Sterility. Proceed as directed in 
§ 141.2 of this chapter, using the method 
described in paragraph (e)(1) of that 
section. 

59. In § 141e.430 Bacitracin-neomycin- 
polymyxin powder topical * * *, para- 

• graph (c) is revised to read: 

(c) Microorganism count —(1) Con¬ 
duct of test for bacteria —(i) Dry powder. 
Using approximately 200 milligrams of 
powder from each of five separate im¬ 
mediate containers, proceed as directed 
in § 141.2(e)(1) of this chapter, except 
after the three washings transfer the en¬ 
tire filter membrane from one of the fil¬ 
ters to the surface of medium G as de¬ 
scribed in § 141.2(b) (7) of this chapter. 
Incubate the plate for 5 days at 30° C - 
32° C. Count the number of colonies ap¬ 
pearing on each filter pad and calculate 
therefrom the number of viable micro¬ 
organisms per gram of powder. 

(ii) Powder packaged with inert gases . 
Thoroughly cleanse the valve of each 
container to be tested with a suitable dis¬ 
infectant. Into an empty, sterile Erlen- 
mayer flask stoppered with a cotton plug, 
spray a quantity sufficient to yield a dry 
residue of approximately 200 milligrams 
from each of five separate immediate 
containers, by removing the cotton plug 
temporarily and using aseptic technique 
while spraying. Allow the propellant to 
evaporate, add 250 milliliters to 500 milli¬ 
liters of diluting fluid C as described in 
§ 141.2(c)(3) of this chapter, and swirl 
the flask to dissolve the contents. Then 
proceed as described in subparagraph 
(1) (i) of this paragraph. 

(2) Conduct of test for molds and 
yeasts —(i) Dry powder. Proceed as 
directed in § 141.2(e) (1) of this chapter, 
using approximately 200 milligrams from 
each of the five containers tested, except 
use the agar medium H as described in 
§ 141.2(b) (8) of this chapter, and incu¬ 
bate at 22° C.-25 0 C. for 5 days. Count 
the number of colonies appearing on the 
filter pad and calculate therefrom the 
number of viable microorganisms per 
gram of powder. 

(ii) Powder packaged with inert gases. 
Proceed as directed in subparagraph 
(1) (ii) of this paragraph, use agar me¬ 
dium H as described in § 141.2(b) (8) of 
this chapter, and incubate at 25° C. for 
5 days. 

(3) Evaluation of results. The micro¬ 
organism count of the sample is satis¬ 
factory if the average number of viable 
microorganisms is not more than 10 per 
gram of powder, or of residue exclusive 
of propellant, if it is packaged with inert 
gases. 

60. Section 146.1 is amended by adding 
thereto the following new paragraph 
(k): 
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S 146.1 Definitions and interpretations 
applicable to Parts 146, 146a, 146b, 
146c, 146d, 146e, and 147. 
***** 

(k) The term ‘‘filling-operation” when 
used in connection with samples of a 
batch required for sterility testing re¬ 
fers to any period that is no longer than 
1 working day or shift. If more than 
one filling device is used during the fill¬ 
ing operation, the sample shall include 
immediate containers filled by each de¬ 
vice, and each such container shall be 
identified with a mark corresponding to 
that assigned to the filling device. If 
more than one filling operation is re¬ 
quired to fill the batch, each container in 
the sample shall be indentified with the 
number of the operation. 

61. Section 146a.l5 is amended in the 
following respects: 

a. By changing paragraph (d) (2) and 
(3) to read: 

§ 146a.l5 Methicillin sodium. 

***** 

(d) Request for certification; sam¬ 
ples, * * * 

(2) If such batch is packaged for dis¬ 
pensing, such person shall submit with 
his request an accurately representative 
sample of the batch, consisting of the 

following: 

(i) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but 
in no case less than 10 immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(ii) For sterility testing: 20 immedi¬ 
ate containers, collectecLM regular in¬ 
tervals throughout each filling operation. 

(3) If such batch is packaged for re¬ 
packing or for use as an ingredient in 
the manufacture of another drug, such 
person shall submit with his request an 
accurately representative sample of the 
batch, consisting of the following: 

(i) For all tests except sterility: Nine 
packages, each containing approximately 
180 milligrams of activity, plus one 
package containing approximately 2 
grams. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such portion shall be taken from 
a different part of such batch and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 

this section. 

b. By changing paragraph (e) (1) to 

read: 

(1) $5.00 for each immediate container 
in the samples submitted in accordance 
with paragraph (d) (2) (i) and (3) (i) of 
this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (2) (ii) and (3) (ii) of this section. 

62. Section 146a. 19 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (i) and (ii) to read: 


§ 146a. 19 Benzathine penicillin V for 
aqueous injection, veterinary. 
***** 

(d) Request for certification; 
samples. * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than 10 immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation or 40 
immediate containers if each contains 
less than 360 milligrams of activity. 

( 4 ) * * * 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from 
different parts of such batch, and each 
shall be packaged in accordance with the 
requirements of paragraph (b) of this 
section. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii), (iii), (iv), and (4) (i) of this section; 
$0.60 for each container submitted in 
accordance with paragraph (d) (3) (i) (b) 
and (4) (ii) of this section. 

63. Section 146a.24 is amended in the 
following respects. 

a. By changing paragraph (d) (2) and 
(3) to read: 

(2) If such batch is packaged for dis¬ 
pensing, such person shall submit with 
his request a sample consisting of the 
following: 

(i) For all tests except sterility: One 
immediate container for each 5,000 con¬ 
tainers in the batch, but in no case less 
than the following number of containers: 

(a) If it is not crystalline penicillin, 
six. 

(b) If it is crystalline penicillin, but it 
is not crystalline penicillin G or crystal¬ 
line penicillin O, eight. 

(c) If it is crystalline penicillin G or 
crystalline penicillin O, ten. 

(d) If it is packaged in containers of 
less than 100,000 units each for dental 
use, 20, if it is not crystalline penicillin; 
and 40 if it is crystalline penicillin. 

Such sample shall be collected by taking 
single immediate containers, before or 
after labeling, as such intervals through¬ 
out the entire time of packaging the 
batch that the quantities packaged 
during the intervals are approximately 
equal. 

(ii) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation or 


40 immediate containers if each con¬ 
tains less than 360 milligrams of activity. 

(3) If such batch is packaged for re¬ 
packing or for use in the manufacture 
of another drug, such person shall sub¬ 
mit with his request an accurately rep¬ 
resentative sample of the batch, con¬ 
sisting of the following: 

(i) For all tests except sterility: Six 
packages; or in the case of crystalline 
penicillin, 10 packages, containing ap¬ 
proximately equal portions of not less 
than 60 milligrams each. 

(ii) For sterility testing: 20 packages 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such portion shall be taken from 
a different part of such batch and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i) (a), 
(b), and (c), (3)(i), and (4) of this 
section; $1.00 for each immediate con¬ 
tainer in the sample submitted in ac¬ 
cordance with paragraph (d) (2) (i) (d)_ 
of this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (2) (ii) and (3) (ii) of this section. 

64. Section 146a.25 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (ii) to read: 

(i) The batch: 

(a) For all tests except sterility: One 
package for each 5,000 packages in the 
batch, but in no case less than five 
packages. 

Such samples shall be collected by taking 
single packages at such intervals 
throughout the entire time of packaging 
the batch that the quantities packaged 
during the intervals are approximately 
equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation, 
or 40 immediate containers if each con¬ 
tains less than 360 milligrams of activity. 

(ii) The penicillin used in making the 
batch: 

(a) For all tests except sterility: 6 
packages if it is calcium penicillin, or 
10 packages if it is crystalline penicillin, 
each containing approximately equal 
portions of not less than 60 milligrams. 

(b) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such portion shall be taken from 
a different part of such batch and each 
shall be packaged in accordance with 
the requirements of § 146a.24(b). 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each package in the 
samples submitted in accordance with 
paragraph (d) (3) (i) (a) , (ii) (a) , and 

(iii) of this section; $0.60 for each con¬ 
tainer submitted in accordance with 
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paragraph (d) (3) (i) (5) and (ii) (b) of 
this section. 

65. Section 146a.35 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (ii) to read: 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in the batch, but in 
no case less than five immediate con¬ 
tainers, unless each such container is 
packaged to contain more than 1 gram, 
in which case the sample shall consist of 
1 gram for each 5,000 immediate con¬ 
tainers in the batch, but in no case less 
than 5 grams. 

Such samples shall be collected by tak¬ 
ing single immediate containers or 
1-gram portions at such intervals 
throughout the entire time of packaging 
the batch that the quantities packaged 
during the intervals are approximately 
equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers, collected at regular in¬ 
tervals throughout each filling opera¬ 
tion or 40 immediate containers if each 
contains less than 1 gram of powder. 

(ii) The penicillin used in making the 
batch: 

(a) For all tests except sterility: Five 
packages; or in the case of crystalline 
penicillin, 10 packages, each containing 
approximately equal portions of not less 
than 60 milligrams. 

(b) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such portion shall be taken from 
a different part of such batch and each 
shall be packaged in accordance with 
the requirements of § 146a.24(b). 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii)(a), and (iii) of this section; $0.60 
for each container submitted in accord¬ 
ance with paragraph (d) (3) (i) (b) and 
(ii) (b) of this section. 

66. Section 146a.41 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (ii) to read: 

(i) The batch: 

(a) For all tests except sterility: One 
package for each 500 packages in the 
batch, but in no case less than five pack¬ 
ages or more than 15 packages. 

Such samples shall be collected by tak¬ 
ing single packages at such intervals 
throughout the entire time of packaging 
the batch that the quantities packaged 
during the intervals are approximately 
equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation or 
40 immediate containers if each contains 
less than 360 milligrams of activity. 

(ii) The penicillin used in making the 
batch: 

(a) For all tests except sterility: 10 
packages, each containing approxi¬ 


mately equal portions of not less than 
60 milligrams. 

(b) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such portion shall be taken from a 
different part of such batch and each 
shall be packaged in accordance with the 
requirements of § 146a.24(b). 

b. By changing paragraph (e)(1) to 
read : 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii) (a) and (iii) of this section; $0.60 for 
each container submitted in accordance 
with paragraph (d) (3) (i) (b) and (ii) 
(b) of this section. 

67. Section 146a.42 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: Six 
packages, containing approximately 
equal portions of not less than 60 milli¬ 
grams each. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such portion shall be taken from a 
different part of such batch and each 
shall be packaged in accordance with the 
requirements of paragraph (b) of this 
section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i) and 
(3) of this section; $0.60 for each con¬ 
tainer submitted in accordance with 
paragraph (d) (2) (ii) of this section. 

68. Section 146a.43 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (ii) to read: 

(i) The batch: 

(a) For all tests except sterility: One 
package for each 500 packages in the 
batch, but in no case less than three 
packages or more than 12 packages. 

Such samples shall be collected by tak¬ 
ing single packages at such intervals 
throughout the entire time of packaging 
the batch that the quantities packaged 
during the intervals are approximately 
equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular in¬ 
tervals throughout each filling operation 
or 40 immediate containers if each con¬ 
tains less than 360 milligrams of activity. 

(ii) The aluminum penicillin used in 
making the batch: 

(a) For all tests except sterility: Six 
packages, each containing approximately 
equal portions of not less than 300 milli¬ 
grams. 

(b) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

E°ch such portion shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of § 146a.42(b). 


b. By changing paragraph (e)(1) to 
read: 

(1) $8.00 for each package in the sam - 
pie submitted in accordance with para¬ 
graph (d) (3) (i) (a) of this section; $4.00 
for each package in the sample submitted 
in accordance with paragraphs (d) (3) 
(ii) (a) and (iii) of this section; $0.60 
for each container submitted in accord¬ 
ance with paragraph (d) (3) (i) (b) and 
(ii) (b) of this section. 

69. Section 146a.44 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i) and 
(3) of this section; $0.60 for each con¬ 
tainer submitted in accordance with 
paragraph (d) (2) (ii) of this section. 

70. Section 146a.45 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (ii) to read: 

(i) The batch: 

(a) For all tests except sterility: One 
package for each 5,000 packages in the 
batch, but in no case less than five pack¬ 
ages. 

Such samples shall be collected by tak¬ 
ing single packages at such intervals 
throughout the entire time of packaging 
the batch that the quantities packaged 
during the intervals are approximately 
equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular in¬ 
tervals throughout each filling operation 
or 40 immediate containers if each con¬ 
tains less than 360 milligrams of activity. 

(ii) The procaine penicillin used in 
making the batch: 

(a) For all tests except sterility: 10 
packages, each containing approxi¬ 
mately equal portions of 180 milligrams 
of activity. 

(b) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such portion shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of § 146a.44(b). 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each package in the sam¬ 
ples submitted in accordance with para¬ 
graph (d) (3) (i) (a), (ii)(a), and (iii) 
of this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (3) (i) (b) and (ii) (b) of this section. 
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71. Section 146a.47 is amended in the 
following respects: 

a. By changing paragraph (d)(3)(i), 
and (4) (i) and (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but 
in no case less than 10 immediate 
containers. 

Such samples shall be collected by tak¬ 
ing single immediate containers at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers, collected at regular in¬ 
tervals throughout each filling opera¬ 
tion or 40 immediate containers if each 
contains less than 360 milligrams of 
activity. 

...» * 

(4) * * * 

(1) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such portion shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e) (2) to 

read: 

(2) $0.60 for each container submitted 
in accordance with paragraph (d) (3) (i) 
(b) and (4) (ii) of this section. 

72. Section 146a.48 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from a 
different part of such batch, and each 
shall be packaged in accordance with the 
requirements of paragraph (b) of this 
section. 

b. By changing paragraph (e) (1) to 

read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i) and 

(3) of this section; $0.60 for each con¬ 
tainer submitted in accordance with 
paragraph (d) (2) (ii) of this section. 

73. Section 146a.52 is amended in the 
following respects: 

a. By changing the last sentence of 
paragraph (a)(3) to read: “In addition 
to the 20 immediate containers required 
by § 146a.45(d) (3) (i) (b), he shall also 
submit in connection with his request a 
sample consisting of not less than six 
packages of the batch of procaine peni¬ 
cillin and crystalline penicillin in oil; a 
No. 108-3 


sample of the crystalline penicillin used 
in making the batch, consisting of 10 
packages, each containing approximately 
equal portions of not less than 60 milli¬ 
grams; and 20 packages for sterility test¬ 
ing, each containing approximately equal 
portions of not less than 360 milligrams 
of activity. 

b. By changing paragraph (b) (3) to 
read: 

(3) $0.60 for each 360-milligram con¬ 
tainer submitted in accordance with 
paragraph (a) (3) of this section. 

74. Section 146a. 58 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but 
in no case less than 12 immediate 
containers. 

Such samples shall be collected by tak¬ 
ing single immediate containers at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers, collected at regular inter¬ 
vals throughout each filling operation, or 
40 immediate containers if each contains 
less than 360 milligrams of activity. 

***** 

(4) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately equal 
portions of at least 1 gram of combined 
activity. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate container 
in the samples submitted in accordance 
with paragraph (d)(3) (ii), (iii), (iv), 
(v), (vi), and (vii) of this section; $5.00 
for each immediate container submitted 
in accordance with paragraph (d) (3) 
(i) (a) and (4) (i) of this section; $0.60 
for each container submitted in accord¬ 
ance with paragraph (d) (3) (i) (b) and 
(4) (ii) of this section. 

75. Section 146a.63 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than 10 immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers, collected at regular intervals 
throughout each filling operation. 

***** 


(4 ) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately 0.6 gram 
of combined activity. 

b. By changing paragraph (c) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer submitted in accordance with 
paragraph (d)(3) (ii), (iii), and (iv) of 
this section; $5.00 for each immediate 
container submitted in accordance with 
paragraph (d) (3) (i) (a) and (4) (i) of 
this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (3) (i) (b) and (4) (ii) of this section. 

76. Section 146a.64 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i) and 
(3) of this section; $0.60 for each con¬ 
tainer submitted in accordance with 
paragraph (d) (2) (ii) of this section. 

77. Section 146a.65 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (ii) to read: 

(i) The batch: 

(a) For all tests except sterility: One 
package for each 5,000 packages in the 
batch, but in no case less than five 
packages. 

Such samples shall be collected by taking 
single packages at such intervals 
throughout the entire time of packaging 
the batch that the quantities packaged 
during the intervals are approximately 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation, or 40 
immediate containers if each contains 
less that 360 milligrams of activity. 

(ii) The Z-ephenamine penicillin G 
used in making the batch: 

(a) For all tests except sterility: 10 
packages, each containing approximately 
equal portions of not less than 180 mil¬ 
ligrams of activity. 

(b) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such portion shall be taken from a 
different part of such batch and each 
shall be packaged in accordance with the 
requirements of § 146a.64(b). 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each package in the sam¬ 
ples submitted in accordance with para- 
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graph (d)(3) (i)(a), (ii)(a), and (iii) 
of this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (3) (i) (b) and (ii) (b) of this section. 

78. Section 146a.66 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (i) and (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but 
in no case less than 10 immediate 
containers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation, or 40 
immediate containers if each contains 
less than 360 milligrams of activity. 

***** 

( 4 ) * * * 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such package shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with the 
requirements of paragraph (b) of this 
section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii), (iii), (iv), and (4) (i) of this sec¬ 
tion; $0.60 for each container submitted 
in accordance with paragraph (d) (3) (i) 
(b) and (4) (ii) of this section. 

79. Section 146a.67 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than 12 immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers, collected at regular intervals 
^throughout each filling operation, or 40 
'immediate containers if each contains 
less than 1.0 gram of combined activity. 

• * * * * 


( 4 ) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately equal 
portions of at least 4 milliliters. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d)(3) (ii), 
(iii), and (iv) of this section; $5.00 for 
each container submitted in accordance 
with paragraph (d) (3) (i) ( a ) and (4) (i) 
of this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (3) (i) (b) and (4) (ii) of this section. 

80. Section 146a.68 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: 20 
packages, each containing approximately 
180 milligram of activity. 

(ii) For sterility testing: 10 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from 
a different part of such batch and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate container 
in the sample submitted in accordance 
with paragraph (d) (2) (i) and (3) of 
this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (2) (ii) of this section. 

81. Section 146a.74 is amended in 
the following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate container 
in the samples submitted in accordance 
with paragraph (d) (2) (i) and (3) of 
this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (2) (ii) of this section. 

82. Section 146a.75 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i), 
(4) (i) and (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than 10 immediate con¬ 
tainers. 


Such samples shall be collected by tak¬ 
ing single immediate containers at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers, collected at regular inter¬ 
vals throughout each filling operation, or 
40 immediate containers if each contains 
less than 360 milligrams of activity. 
***** 

( 4 ) * * * 

(i) For all tests except sterility: 10 
packages, each containing approxi¬ 
mately 180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such package shall be taken from 
a different portion of such batch, and 
each shall be packaged in accordance 
with the requirements of paragraph (b) 
of this section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i)(a), 
(ii), (iii), (iv), and (4) (i) of this sec¬ 
tion; $0.60 for each container submitted 
in accordance with paragraph (d)(3) 
(i) (b) and (4) (ii) of this section. 

83. Section 146a.77 is amended in the 
following respects: 

a. By changing paragraph (d) (3)(i) 
and (4) (i) and (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than 10 immediate con¬ 
tainers. 

Such samples shall be collected by tak¬ 
ing single immediate containers at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers, collected at regular inter¬ 
vals throughout each filling operation, or 
40 immediate containers if each contains 
less than 360 milligrams of activity. 

***** 

( 4 ) * * * 

(i) For all tests except sterility: 10 
packages, each containing approxi¬ 
mately 180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 mil¬ 
ligrams of activity. 

Each such package shall be taken from 
a different portion of such batch, and 
each shall be packaged in accordance 
with the requirements of paragraph (b) 
of this section. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
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(ii), (iii), (iv), and (4) (i) of this section; 
$0.60 for each container submitted in 
accordance with paragraph (d) (3) (i) 
(b) and (4) (ii) of this section. 

84. Section 146a.79 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e)(1) to 

read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i) and 
(3) of this section; $0.60 for each con¬ 
tainer submitted in accordance with 
paragraph (d) (2) (ii) of this section. 

85. Section 146a.80 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (i) and (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch; 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than 10 immediate con¬ 
tainers. 

Such samples shall be collected by tak¬ 
ing single immediate containers at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation, or 40 
immediate containers if each contains 
less than 360 milligrams of activity. 

***** 

( 4 ) * * * 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e) (1) to 

read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii), (iii), and (iv) and (4) (i) of this 
section; $0.60 for each container sub¬ 
mitted in accordance with paragraph 
(d) (3) (i) (b) and (4) (ii) of this section. 

86. By amending § 146a.82 in the fol¬ 
lowing respects: 
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a. By changing paragraph (d)(3) to 
read: 

(3) Except as otherwise provided by 
subparagraph (4) of this paragraph, 
such person shall submit in connection 
with his request, in the quantities here¬ 
inafter indicated, accurately represen¬ 
tative samples of the following: 

(i) The batch: 

(a) For all tests except sterility : One 
package for each 5,000 packages in the 
batch, but in no case less than seven 
packages. 

Such samples shall be collected by tak¬ 
ing single packages at such intervals 
throughout the entire time of packaging 
the batch that the quantities packaged 
during the intervals are approximately 
equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation, 
or 40 immediate containers if each con¬ 
tains less than 600 milligrams of com¬ 
bined activity. 

(ii) The penicillin used in making the 
batch: 

(a) For all tests except sterility: Five 
packages, or in the case of crystalline 
penicillin, 10 packages, each containing 
approximately equal portions of not less 
than 60 milligrams if it is not procaine 
penicillin, and not less than 300 milli¬ 
grams if it is procaine penicillin. 

(b) For sterility testing: 20 packages, 
each containing approximately equal 
portions of 600 milligrams of combined 
activity. 

Such samples shall be packaged in ac¬ 
cordance with the requirements of 
§ 146a.24(b) or § 146a.44(b). 

(iii) The streptomycin or dihydro¬ 
streptomycin used in making the batch: 

(a) For all tests except sterility: Five 
packages containing approximately equal 
portions of not less than 0.5 gram. 

(b) For sterility testing: 20 packages, 
each containing approximately equal 
portions of 1.0 gram. 

Such samples shall be packaged in ac¬ 
cordance with the requirements of 
§ 146b.l01(b) of this chapter. 

(iv) The bacitracin used in making 
the batch: 

(a) For all tests except sterility: Six 
packages, each containing approximately 
equal portions of not less than 0.5 gram. 

(b) For sterility testing: 20 packages, 
each containing approximately equal 
portions of 1.0 gram. 

Such samples shall be packaged in ac¬ 
cordance with the requirements of 
§ 146e.401(b) of this chapter. 

(v) In case of an initial request for 
certification: Each other ingredient used 
in making the batch; one package of 
each, containing approximately 5 grams. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer submitted in accordance with par¬ 
agraph (d)(3) (ii)(a), (iii) (a), (iv)(a), 
and (v) of this section; $6.00 for each im¬ 
mediate container submitted in accord¬ 
ance with paragraph (d) (3) (i) (a) of this 
section; $4.00 for each immediate con¬ 
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tainer submitted in accordance with 
paragraph (d) (3) (ii) (a) of this section; 
$0.60 for each container submitted in ac¬ 
cordance with paragraph (d) (3) (i) (b), 
(ii)(b), (iii) (b), and (iv) (b) of this 
section. 

87. Section 146a.84 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (ii) to read: 

(d) * * * 

(3 ) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than 13 (14, if it contains 
benzathine penicillin G) immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation, or 40 
immediate containers if each contains 
less than 1.0 gram of combined activity. 

***** 

( 4 ) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately equal 
portions of at least 1.0 gram combined 
activity. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each container submitted 
in accordance with paragraph (d)(3) 
(ii), (iii), (iv), (v), (vi), and (vii) of 
this section; $6.00 for each immediate 
container submitted in accordance with 
paragraph (d) (3) (i) (a) and (4) (i) of 
this section; $0.60 for each container sub¬ 
mitted in accordance with paragraph 
(d) (3) (i) (b) and (4) (ii) of this section. 

88. Section 146a.94 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from a 
different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of this 
section. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (1) and 
(3) of this section; $0.60 for each con¬ 
tainer submitted in accordance with 
paragraph (d) (2) (ii) of this section. 

89. Section 146a. 101 is amended in the 
following respects: 

a. By changing paragraph (a) (4) (ii) 
to read: 
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(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

b. By changing paragraph (b) (3) to 
read: 

(3) $0.60 for each container submitted 
in accordance with paragraph (a) (4) (ii) 
of this section. 

90. Section 146a.l02 is amended in the 
following respects: 

a. By changing the second sentence 
in paragraph (a)(3) to read: “He shall 
also submit in connection with his re¬ 
quest a sample consisting of not less than 
seven immediate containers of the batch, 
and (unless it was previously submitted) 
a sample consisting of five packages (for 
all tests except sterility) and 20 packages 
for sterility testing, each containing ap¬ 
proximately 0.5 gram of the streptomycin 
or dihydrostreptomycin used in making 
the batch, packaged in accordance with 
the requirements of § 146b. 101(b) of this 
chapter/* 

b. By changing paragraph (b) (3) to 
read: 

(3) $0.60 for each container submitted 
for sterility testing. 

91. Section 146a.l05 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: 10 
packages, each containing approximately 
180 milligrams of activity. 

(ii) For sterility testing: 20 packages, 
each containing approximately 360 milli¬ 
grams of activity. 

Each such package shall be taken from 
a different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate container 
in the samples submitted in accordance 
with paragraph (d) (2) (i) and (3) of 
this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (2) (ii) of this section. 

92. Section 146b.l01 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (3) (ii) to read: 

(d) * * * 

( 2 ) * * * 

(i) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but 
in no case less than five immediate 
containers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(ii) For sterility testing: 20 immediate 
containers collected at regular inter¬ 
vals throughout each filling operation. 

* * * * * 

(3) * * * 

(ii) For sterility testing: 20 packages, 
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b. By changing paragraph (e) (1) to 
read: 

(1) $10.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i), (3) 
(i), and (4) of this section; $0.60 for 
each container submitted in accordance 
with paragraph (d) (2) (ii) and (3) (ii) 
of this section. 

93. Section 146b.105 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) to read: 

(i) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch; but 
in no case less than 50 immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers, before or 
after labeling, at such intervals through¬ 
out the entire time of packaging the 
batch that the quantities packaged dur¬ 
ing the intervals are approximately 
equal. 

(ii) For sterility testing: 20 immediate 
containers, collected at regular intervals 
throughout each filling operation. 

b. By changing paragraph (e) (1) to 
read: 

(1) $1.00 for each immediate con¬ 
tainer submitted in accordance with 
paragraph (d) (2) (i) of this section; 
$4.00 for each package in the sample 
submitted in accordance with paragraph 
(d) (3) of this section; $0.60 for each 
container submitted in accordance with 
paragraph (d) (2) (ii) of this section. 

94. Section 146b.l06 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (ii) to read: 

(i) The batch, if packaged for dis¬ 
pensing: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch; but 
in no case less than five immediate 
containers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

<b) For sterility testing: 20 immediate 
containers collected at regular inter¬ 
vals throughout each filling operation. 

(ii) The batch, if packaged for use in 
the manufacture of another drug: 

(a) For all tests except sterility: Five 
packages. 

(b) For sterility testing: 20 packages. 

Each such package shall contain ap¬ 
proximately 2 milliliters, taken from a 
different part of such batch, and each 
shall be packaged in accordance with 
the requirements of paragraph (b) of 
this section. 

b. By changing paragraph (e) (1) to 
read: 

(1) $10.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 


(ii)(a), and (5) of this section; $4.00 
for each package in the samples sub¬ 
mitted in accordance with paragraph 
(d) (3) (iii) and (iv) of this section; 
$0.60 for each container submitted in 
accordance with paragraph (d) (3) 

(i) (b) and (ii) (b) of this section. 

95a. Section 146b.l09(d) (3) (i) (b) is 
amended to read: 

(b) For sterility testing: 20 pads. 

b. Section 146b.108 is further amend¬ 
ed by changing paragraph (e) (1) to 
read: 

(i) $1.00 for each pad in the sample 
submitted in accordance with paragraph 
(d) (3) (i) (a) of this section; $4.00 for 
each package in the samples submitted 
in accordance with paragraph (d) (3) 

(ii) , (iii), (iv), and (v) of this section; 
$0.60 for each pad submitted in accord¬ 
ance with paragraph (d)(3)(i)(b) of 
this section. 

96. Section 146b.ll3 is amended in the 
following respects : 

a. By changing paragraph (d) (3) (i) 
and (4) (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in the batch, but in 
no case less than six immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation. 

***** 

(4 ) * * * 

(ii) For sterility testing: 20 packages. 

b. By changing paragraph (e)(1) to 
read: 

(e) * * * 

(1) $10.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a) 
and (4) (i) of this section; $4.00 for each 
sample submitted in accordance with 
paragraph (d) (3) (ii) and (iii) of this 
section; $0.60 for each container sub¬ 
mitted in accordance with paragraph 
(d) (3) (i) (b) and (4) (ii) of this section. 

97. Section 146b.ll6 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) and (3) (ii) to read: 

(d) * * * 

( 2 ) * * * 

(i) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in the batch, but in 
no case less than six immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
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packaged during the intervals are ap¬ 
proximately equal: 

(ii) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation. 

(3) * * * 

(ii) For sterility testing: 20 packages, 
each containing the equivalent of ap¬ 
proximately 0.5 gram of streptomycin 
activity. 

b. By changing paragraph (e) (1) to 

read: 

(1) $10.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i), 

(3) (i), and (4) of this section; $0.60 for 
each container submitted in accordance 
with paragraph (d) (2) (ii) and (3) (ii) 
of this section. 

98. Section 146c.201 is amended in the 
following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) and (3) (ii) to read: 


(d) * * • 

( 2 ) * * * 

(i) For all tests except sterility: One 
immediate container for each 5,000 
immediate containers in such batch, but 
in no case less than eight immediate 

containers. 

Such sample shall be collected by taking 
single immediate containers at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(ii) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation. 

(3) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately 50 milli¬ 
grams. 

b. By changing paragraph (e) (1) to 

read: 


(1) $10.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i), 
(3)(i), and (4) of this section; $4.00 for 
each immediate container in the sample 
submitted in accordance with paragraph 
(d) (5) of this section; $0.60 for each con¬ 
tainer submitted in accordance with 
paragraph (d) (2) (ii) and (3) (ii) of this 
section. 

99. Section 146c.206 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
to read: 


(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 
immediate containers in the batch, but 
m no case less than five immediate 

containers. 


Such samples shall be collected by taking 
single immediate containers at suet 
intervals throughout the entire time oi 
Packaging the batch that the quantities 
Packaged during the intervals are ap- 
Pi oximately equal. 

* x'*. Por sterility testing: 20 immediate 
thy^ ai ^ ers collec ted at regular intervals 

oughout each filling operation. 


b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii), and (iii) of this section; $0.60 for 
each container submitted in accordance 
with paragraph (d) (3) (i) (b) of this 
section. 

100. Section 146C.211 is amended in 
the following respects: 

a. By changing paragraph (d) (3) (i) 
(b) and (ii) (b) to read: 

(d) * * * 

(3) * * * 

(i) * * * 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation. 

(ii) * * * 

(b) For sterility testing: 20 packages, 
each containing approximately 50 milli¬ 
grams packaged in accordance with the 
requirements of § 146c.201(b). 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii)(a), and (iii) of this section; $0.60 
for each container submitted in accord¬ 
ance with paragraph (d) (3) (i) (b) and 
(ii) (b) of this section. 

101. Section 146c.213 is amended in 
the following respects: 

a. By changing paragraph (d) (3) (i) 
to read: 

(i) The batch: 

(a) For all tests except sterility: One 
package for each 5,000 packages in the 
batch, but in no case less than five pack¬ 
ages. 

(b) For sterility testing: 20 packages. 

Such samples shall be collected by tak¬ 
ing single packages at such intervals 
throughout the entire time of packaging 
the batch that the quantities packaged 
during the intervals are approximately 
equal. 

b. By changing paragraph (e) (1) to 
read : 

(1) $4.00 for each package in the sam¬ 
ples submitted in accordance with para¬ 
graph (d)(3) (i)(a), (ii), and (iii) of 
this section; $0.60 for each package sub¬ 
mitted in accordance with paragraph 
(d) (3) (i) (b) of this section. 

102. Section 146C.214 is amended in 
the following respects: 

a. By changing paragraph (d) (3) (i) 
(b) to read: 

(b) For sterility testing: 20 dressings. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) 
(i)(a), (ii), and (iii) of this section; 
$0.60 for each immediate container sub¬ 
mitted in accordance with paragraph 
(d) (3) (i) (b) of this section. 

103. Section 146c.221 is amended in 
the following respects: 


a. By changing paragraph (d) (3) (i) 
and (4) (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

v (a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in the batch, but in 
no case less than 10 immediate contain¬ 
ers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation. 

***** 

(4 ) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately 50 mil¬ 
ligrams of tetracycline hydrochloride or 
tetracycline phosphate complex. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii), (iii), (iv), and (4) (i) of this section; 
$0.60 for each container submitted in ac¬ 
cordance with paragraph (d) (3) (i) (b) 
and (4) (ii) of this section. 

104. Section 146c.227 is amended in 
the following respects: 

a. By changing paragraph (d) (3) (i) 
(b) to read: 

(b) For sterility testing: 20 containers. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each package in the sam¬ 
ples submitted in accordance with para¬ 
graph (d)(3) (i) (a), (ii), and (iii) of 
this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (3) (i) (b) of this section. 

105. Section 146C.235 is amended in 
the following respects: 

a. By changing paragraph (d) (3) (i) 
to read: 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in the batch, but in 
no case less than 12 immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation. 

b. By changing paragraph (e) (1) to 
read: 

(1) $5.00 for each immediate con¬ 
tainer in the sample submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a) 
of this section; $0.60 for each container 
submitted in accordance with paragraph 
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(d) (3) (i) (b) of this section; $4.00 for 
each immediate container in the samples 
submitted in accordance with paragraph 
(d) (3) (ii), (iii), (iv), and (v) of this 
section. 

106. Section 146C.242 is amended in the 
following respects: 

a. By changing the second sentence in 
paragraph (b) (2) to read: “He shall also 
submit in connection with his request 
a sample consisting of 20 immediate con¬ 
tainers of the batch for sterility testing.” 

b. By changing paragraph (b) (3) (i) 
to read: 

(i) $0.60 for each immediate con¬ 
tainer submitted for sterility testing. 

107. Section 146c.244 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
(b) to read: 

(b) For sterility testing: 20 packages. 

b. By changing paragraph (e)(1) to 
read: 

(1) $5.00 for each immediate container 
in the sample submitted in accordance 
with paragraph (d)(3)(i)(a) of this sec¬ 
tion; $0.60 for each container submitted 
in accordance with paragraph (d) (3) (i) 
(b) of this section; $4.00 for each im¬ 
mediate container in the samples sub¬ 
mitted in accordance with paragraph (d) 
(3) (ii), (iii), and (iv) of this section. 

108. Section 146c.247 is amended in 
the following respects: 

a. By changing paragraph (d)(3)(i) 
(b) to read: 

(b) For sterility testing: 20 packages. 

b. By changing paragraph (e)(1) to 
read: 

(1) $1.50 for each package in the 
sample submitted in accordance with 
paragraph (d) (3) (i) (a) of this section; 
$4.00 for each package in the samples 
submitted in accordance with paragraph 
(d)(3) (ii) and (iii) of this section; $0.60 
for each package submitted in accord¬ 
ance with paragraph (d) (3) (i) (b) of 
this section. 

109. Section 146C.249 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in the batch, but in 
no case less than 10 immediate contain¬ 
ers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation. 

* • * • • 

( 4) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately 50 milli¬ 
grams of rolitetracycline. 
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b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii), (iii), (iv), and 4(i) of this section; 
$0.60 for each container submitted in 
accordance with paragraph (d) (3) (i) 
(b) and (4) (ii) of this section. 

110. Section 146c.250 is amended in 
the following respects: 

a. By changing paragraph (d) (3) (i) 
and (4) (ii) to read: 

(d) * * * 

(3) * * * 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers-in the batch, but in 
no case less than 10 immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular in¬ 
tervals throughout each filling operation. 

* * * * * 

( 4 ) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately 50 milli¬ 
grams of rolitetracycline. 

b. By changing paragraph (e) (1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (3) (i) (a), 
(ii), (iii), (iv), and (4) (i) of this section; 
$0.60 for each container submitted in 
accordance with paragraph (d) (3) (i) 
(b) and (4) (ii) of this section. 

111. Section 146d.301 is amended in 
the following respects: 

a. By changing paragraph (d) (2) (i) 
and (ii) and (3) (ii) to read: 

(d) * * * 

(2 ) * * * 

(i) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than eight immediate con¬ 
tainers. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(ii) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation. 

(3) * * * 

(ii) For sterility testing: 20 packages, 
each containing approximately 50 milli¬ 
grams. 

Each such package shall be packaged in 
accordance with the requirements of 
paragraph (b) of this section. 

b. By changing paragraph (e)(1) to 
read: 


(1) $10.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i), (3) 
(i), and (4) of this section; $0.60 for 
each container submitted in accordance 
with paragraph (d) (2) (ii) and (3) (ii) 
of this section. 

112. Section 146d.304 is amended in 
the following respects: 

a. By changing paragraph (d) (3) (i) 
to read: 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in the batch, but in 
no case less than five immediate con¬ 
tainers. 

Such samples shall be collected by tak¬ 
ing single immediate containers at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation. 

b. By changing paragraph (e)(1) to 
read: 

(1) $4.00 for each immediate con¬ 
tainer or package in the samples sub¬ 
mitted in accordance with paragraph (d) 
(3) (i) (a), (ii), and (iii) of this section; 
$0.60 for each container submitted in 
accordance with paragraph (d) (3) (i) (b) 
of this section. 

113. Section 146d.307 is amended in the 
following respects: 

a. By changing paragraph (d) (3) (i) 
to read: 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in such batch, but in 
no case less than eight immediate 
containers. 

Such samples shall be collected by tak¬ 
ing single immediate containers at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation. 

b. By changing paragraph (e)(1) to 
read: 

(1) $10.00 for each immediate con¬ 
tainer in the sample submitted in accord¬ 
ance with paragraph (d) (3) (i) (u). & 
this section; $4.00 for each package in 
the samples submitted in accordance 
with paragraph (d) (3) (ii) and (ih) 
of this section; $0.60 for each container 
submitted in accordance with paragraph 
(d) (3) (i) (b) of this section. 

114. Section 146e.401 is amended in 
the following respects: 

a. By changing paragraph (d) (2) w 
and (ii) and (3) (ii) to read: 

(d) * * * 

( 2 ) * * * 

(i) For all tests except sterility: One 
immediate container for each 5,000 un- 
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mediate containers in such batch, but 
in no case less than six immediate con¬ 
tainers. If a sample of such batch has 
not been previously submitted in accord¬ 
ance with subparagraph (3) or (4) of 
this paragraph, such person shall sub¬ 
mit one additional package containing 
1.0 gram of the batch. 

Such samples shall be collected by taking 
single immediate containers at such in¬ 
tervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately edual. 

(ii) For sterility testing: 20 immedi¬ 
ate containers collected at regular inter¬ 
vals throughout each filling operation. 

(3) * * * 

(ii) For sterility testing: 20 packages. 

b. By changing paragraph (e) (1) to 

read: 

(1) $4.00 for each immediate con¬ 
tainer in the samples submitted in ac¬ 
cordance with paragraph (d) (2) (i), 

(3) (i), and (4) of this section; $0.60 for 
each container submitted in accordance 
with paragraph (d) (2) (ii) and (3) (ii) 
of this section. 

115. Section 146e.408 is amended in 
the following respects: 

a. By changing paragraph (d) (3) (i) 
to read: 

(i) The batch: 

(a) For all tests except sterility: One 
immediate container for each 5,000 im¬ 
mediate containers in the batch, but in 
no case less than five immediate 
containers. 

Such samples shall be collected by taking 
single immediate containers' at such 
intervals throughout the entire time of 
packaging the batch that the quantities 
packaged during the intervals are ap¬ 
proximately equal. 

(b) For sterility testing: 20 immediate 
containers collected at regular intervals 
throughout each filling operation. 

b. By changing paragraph (a) (1) to 

read: 

(1) $4.00 for each immediate con¬ 
tainer or package in the samples sub¬ 
mitted in accordance with paragraph 
(d) (3) (i) (a), (ii), and (iii) of this sec¬ 
tion; $0.60 for each container sub¬ 
mitted in accordance with paragraph 
(d) (3) (i) (5) of this section. 

The setting of the effective date of this 
order will be delayed 30 days to permit 
any interested person to file comments or 
objections. Any such comments should 
be submitted in triplicate to the Hearing 
Clerk, Department of Health, Education, 
and Welfare, Room 5440, 330 Independ¬ 
ence Avenue SW„ Washington 25, D.C. 

(Sec 507, 59 Stat. 463 as amended; 21 

U.S.C.A. 357) 

Dated: May 27,1963. 

Geo. P. Larrick, 
Commissioner of Food and Drugs . 

[F.K. Doc. 63-5796; Filed, June 3, 1963; 

8:45 a.m.] 
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Title 33—NAVIGATION AND 
NAVIGABLE WATERS 

Chapter I—Coast Guard, Department 
of the Treasury 
SUBCHAPTER A—GENERAL 

[CGFR 63-27] 

PART 3—COAST GUARD DISTRICTS, 
MARINE INSPECTION ZONES AND 
CAPTAIN OF THE PORT AREAS 

Changes in Boundary Descriptions 

The purpose for this document is to 
publish approved changes in the bound¬ 
ary descriptions of the Ludington and St. 
Ignace Marine Inspection Zones and the 
Ludington and Sault Ste. Marie Captain 
of the Port Areas in the Ninth Coast 
Guard District, and the Portland 
(Oregon) and Seattle Captain of the 
Port Areas in the Thirteenth Coast 
Guard District, which are in 33 CFR 
3.45-30, 3.45-45, 3.45-80, 3.45-95, 3.65-55 
and 3.65-60. 

Because the regulations in this docu¬ 
ment are rules describing Coast Guard 
organization, it is hereby found that the 
Coast Guard is exempt from compliance 
with the Administrative Procedure Act 
(respecting notice of proposed rule mak¬ 
ing, public rule-making procedures 
thereon, and effective date requirements. 

By virtue of the authority vested in 
me as Commandant, United States Coast 
Guard, by Treasury Department Orders 
120 dated July 31, 1950 (15 F.R. 6521), 
and 167-17 dated June 25, 1955 (20 F.R. 
4976), to promulgate regulations in ac¬ 
cordance with the statutes cited with 
the regulations below, the following 
amendments are prescribed and shall be 
effective on and after publication in the 
Federal Register: 

Subpart 3.45—Ninth Coast Guard 
District 

1. Section 3.45-30(b) is amended to 
read as follows: 

§ 3.45—30 Ludington Marine Inspection 
Zone. 

***** 

(b) The Ludington marine inspection 
zone boundary starts at 42°30' N. lati¬ 
tude, 87° W. longitude; thence due east 
to 84°45' W. longitude; thence due north 
to 45° N. latitude; thence northwesterly 
to 45°22.5' N. latitude, 86°07.5' W. longi¬ 
tude; thence southwesterly to 44°30' N. 
latitude, 87° W. longitude; thence due 
south to starting point. 

2. Section 3.45-45(b) is amended to 
read as follows: 

§ 3.45—45 St. Ignace Marine Inspection 
Zone. 

***** 

(b) The St. Ignace marine inspection 
zone boundary starts on the Interna¬ 
tional Boundary in Lake Huron at 45° 
N. latitude; thence along this boundary 
to 86°50' W. longitude; thence south¬ 
westerly to 46°20' N. latitude, 88° W. 
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longitude; thence due south to 45°33' N. 
latitude; thence due east to 85°56' W. 
longitude; thence southwesterly to 45°- 
22.5' N. latitude, 86°07.5' W. longitude; 
thence southeasterly to 45° N. latitude, 
84°45' W. longitude; thence due east to 
starting point. 

3. Section 3.45-80(b) is amended to 
read as follows: 

§ 3.45—80 Ludington Captain of the 
Port. 

***** 

(b) The Ludington Captain of the 
P6rt area comprises all navigable waters 
of the United States and contiguous land 
areas within the following boundaries: 
A line starting from 42°30' N. latitude, 
87° W. longitude; thence due east to 
84°45' W. longitude; thence due north 
to 45° N. latitude; thence northwesterly 
to 45°22.5' N. latitude, 86°07.5' W. longi¬ 
tude; thence southwesterly to 44° 30' N. 
latitude, 87° W. longitude; thence due 
south to starting point. 

4. Section 3.45-95(b) is amended to 
read as follows: 

§ 3.45—95 Sault Ste. Marie Captain of 
the Port. 

***** 

(b) The Sault Ste. Marie Captain of 
the Port area comprises all navigable 
waters of the United States and contigu¬ 
ous land areas within the following 
boundaries: A line starting from the 
International Boundary in Lake Huron 
at 45° N. latitude; thence along this 
boundary to 86°50' W. longitude; thence 
southwesterly to 46°20' N. latitude, 88° 
W. longitude; thence due south to 45°33' 
N. latitude; thence due east to 85°56' W. 
longitude; thence southwesterly to 
45°22.5' N. latitude, 86°07.5' W. longi¬ 
tude; thence southeasterly to 45° N. lati¬ 
tude, 84°45' W. longitude; thence due 
east to starting point. 

Subpart 3.65—Thirteenth Coast Guard 
District 

5. Section 3.65-55(b) is amended to 
read as follows: 

§ 3.65—55 Portland Captain of the Port, 
***** 

(b) The Portland Captain of the Port 
area comprises all navigable waters of 
the United States and contiguous land 
areas within the following boundaries: 
A line starting at Cape Disappointment, 
Wash., running in an easterly direction 
to 46°55' N. latitude, 118° W. longitude; 
thence due south to 45°20' N. latitude; 
thence due west to 122° W. longitude; 
thence due south to 44° N. latitude; 
thence due west to 123° W. longitude; 
thence due south to the California- 
Oregon State line; thence west along the 
California-Oregon State line to the 
Pacific Ocean; thence northerly follow¬ 
ing the coastline to Point Adams; thence 
northwesterly to the Columbia River 
Lightship; thence northeasterly to start¬ 
ing point. 

6. Section 3.65-60 (b) is amended to 
read as follows: 
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§ 3.65—60 Seattle Captain of the Port. 
***** 

(b) The Seattle Captain of the Port 
area comprises all navigable waters of 
the United States and contiguous land 
areas within the following boundaries: 
A line starting from 46°30' N. latitude, 
122° W. longitude due north to the Inter¬ 
national Boundary; thence west, south¬ 
erly and northwesterly along this bound¬ 
ary to 48°29'35" N. latitude, 124 p 43'45" 
W. longitude; thence southerly following 
the Pacific Ocean coastline to 46°20' N. 
latitude, 124° W. longitude; thence 
easterly to starting point. 

(Sec. 3, 60 Stat. 238, sec. 633, 63 Stat. 545; 
5 U.S.C. 1002, 14 U.S.C. 633) 

Dated: May 27, 1963. 

[seal] E. J. Roland, 

Admiral, U.S. Coast Guard, 

Commandant. 

[F.R. Doc. 63-5842; Piled, June 3, 1963; 
8:48 a.m.] 






Proposed Rule Making 


DEPARTMENT OF AGRICULTURE 

Commodity Exchange Authority 
[ 17 CFR Part 1 1 

GENERAL REGULATIONS UNDER 
COMMODITY EXCHANGE ACT 

Records of Cash Commodity and 
Futures Transactions 

Notice is hereby given, in accordance 
with section 4 of the Administrative 
Procedure Act (5 U.S.C. 1003), that the 
Department of Agriculture, pursuant to 
the authority of section 8a of the Com¬ 
modity Exchange Act, as amended (7 
U.S.C. 12a), is considering the amend¬ 
ment of § 1.35 of the general regulations 
(17 CFR 1.35) under the Commodity 
Exchange Act to read as follows: 

§ 1.35 Records of cash commodity and 
futures transactions. 

(a) Futures commission merchants 
and members of contract markets. Each 
futures commission merchant and each 
member of a contract market shall keep 
full, complete, and systematic records, 
together with all pertinent data and 
memoranda, of all transactions relating 
to his business of dealing in commodity 
futures and cash commodities. He shall 
retain the required records, data and 
memoranda in accordance with the re¬ 
quirements of § 1.31, and shall produce 
them for inspection and shall furnish 
true and correct information and re¬ 
ports as to the contents or the meaning 
thereof, when and as requested by any 
authorized representative of the United 
States Department of Agriculture or the 
United States Department of Justice. 
Included among such records shall be all 
orders (filled, unfilled, or cancelled), 
trading cards, signature cards, street 
books, journals, ledgers, cancelled checks, 
copies of confirmations, copies of state¬ 
ments of purchase and sale and all other 
records, data and memoranda which 
have been prepared in the course of his 
business of dealing in commodity futures 
and cash commodities. 

(b) Futures commission merchants 
and clearing members of contract mar¬ 
kets. Each futures commission mer¬ 
chant and each clearing member of a 
contract market shall, as a minimum re¬ 
quirement, prepare regularly and 
promptly, and keep systematically and 
in permanent form, the following: 

(1) A financial ledger record which 
will show separately for each customer 
all charges against and credits to such 
customer’s account, including but not 
limited to funds or securities deposited, 
withdrawn, or transferred, and charges 
or credits resulting from losses or gains 
on closed transactions; 

(2) A record of transactions which 
will show separately for each account 
( including house accounts) all commod¬ 
ity futures transactions executed for 
such account, including the date, price, 
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quantity, market, commodity, and 
future; and 

(3) A record or journal which will 
show separately for each business day 
complete details of all commodity futures 
transactions executed on that day, in¬ 
cluding the date, price, quantity, market, 
commodity, future, and the person for 
whom such transaction was made. 

(c) Clearing members of contract 
markets. In the daily record or journal 
required to be kept under paragraph (b) 
(3) of this section, each clearing member 
of a contract market shall also show the 
floor broker or other person executing 
each transaction and the opposite clear¬ 
ing member with whom it was made. 

(d) Members of contract markets — 

(1) Pit or ring trading. Each member 
of a contract market who, in or sur¬ 
rounding any pit, ring, post, or other 
place provided by a contract market for 
the meeting of persons similarly engaged, 
executes purchases or sales of any com¬ 
modity for future delivery on or subject 
to the rules of such contract market, 
shall prepare regularly and promptly a 
trading card or other record showing 
such purchases and sales. Such trading 
card or record shall show his own name, 
the name of the member firm clearing 
the trade, the date, price, quantity, com¬ 
modity, future, opposite clearing member 
(if, in accordance with the rules or prac¬ 
tice of the contract market such opposite 
clearing member is made known to him), 
and opposite floor broker or other person 
with whom such transaction was 
executed. 

(2) Board trading. Where such trad¬ 
ing is conducted by the posting of bids 
and offers on a board and the acceptance 
of such bids aj^d offers is posted in the 
same manner, "and a record thereof is 
made and is retained by the contract 
market in a form and manner approved 
by the Secretary of Agriculture, no trad¬ 
ing card or similar record need be pre¬ 
pared. If, however, a trading card or 
similar record is prepared on such trans¬ 
actions, it shall be retained in accord¬ 
ance with the requirements of § 1.31. 

(3) The trading card or other record 
required to be kept under paragraphs 
(d) (1) and (d) (2) of this section shall 
be retained by the executing member: 
Provided, however, That if in accordance 
with the rules of the contract market 
upon which such transaction was exe¬ 
cuted, or the uniform custom or usage 
prevailing upon such market, such trad¬ 
ing cards or records are retained by the 
clearing members or by the contract 
market, such rule, custom or usage may 
be followed. 

Any persons who wish to submit writ¬ 
ten data, views, or arguments on the pro¬ 
posed amendment may do so by filing 
them with the Administrator, Commodity 
Exchange Authority, United States De¬ 
partment of Agriculture, Washington 25, 
D.C., within 30 days after publication of 
this notice in the Federal Register. 


Done at Washington, D.C., this 29th 
day of May 1963. 

Alex C. Caldwell, 

Administrator, 

Commodity Exchange Authority. 

[F.R. Doc. 63-5854; Filed, June 3, 1963; 

8:48 a.m.] 

DEPARTMENT OF HEALTH. EDU¬ 
CATION. AND WELFARE 

Public Health Service 
[ 42 CFR Part 73 1 

BIOLOGICAL PRODUCTS; MEASLES 
VIRUS VACCINE—LIVE, ATTENU¬ 
ATED; CANINE RENAL TISSUE 
CULTURES 

Proposed Additional Standards 

Notice is hereby given of proposed rule 
making to amend the additional stand¬ 
ards for Measles Virus Vaccine, Live, 
Attenuated, in 42 CFR Part 73 to provide 
that virus for the manufacture of measles 
vaccine may be cultured in canine renal 
tissue as well as in chick embryo tissue 
since data now are available to estab¬ 
lish the adequacy of canine renal tissue 
as a culture medium for the manufacture 
of measles virus vaccine. 

Notice is also given that it is proposed 
to make any amendments that are 
adopted effective upon their publication 
in the Federal Register to afford the 
earliest opportunity for the use of the 
alternative culture system. 

Inquiries relating to this proposed 
amendment may be addressed, and data, 
views and arguments may be presented 
by interested parties, in writing, in tripli¬ 
cate, to the Surgeon General, Public 
Health Service, Washington 25, D.C. 
All relevant material received not later 
than 30 days after publication of this 
notice in the Federal Register will be 
considered. 

It is proposed to amend Part 73 of the 
Public Health Service Regulations as 
follows: 

1. Amend § 73.140(b) to read as fol¬ 
lows: 

(b) Criteria for acceptable strains of 
attenuated measles virus. Strains of 
attenuated measles virus used in the 
manufacture of vaccine shall be identi¬ 
fied by (1) historical records including 
origin and manipulation during attenu¬ 
ation, (2) antigenic specificity as measles 
virus as demonstrated by tissue culture 
neutralization tests. Strains used for 
the manufacture of Measles Virus Vac¬ 
cine, Live, Attenuated, shall have been 
shown to be safe and potent in man by 
field studies with experimental vaccines. 
Vaccine prepared from measles virus 
strains propagated in chick embryo tis¬ 
sue cultures shall have been demon¬ 
strated as safe and potent in at least 

5477 





5478 

10,000 susceptible persons. Vaccine pre¬ 
pared from measles virus strains propa¬ 
gated in canine renal tissue cultures 
shall have been demonstrated as safe 
and potent in at least 100,000 susceptible 
persons. Susceptibility shall be shown 
by the absence of neutralizing or other 
antibodies against measles virus, or by 
other appropriate methods.- Seed virus 
used for vaccine manufacture shall be 
free of all demonstrable extraneous 
viable microbial agents. 

2. Redesignate the present paragraphs 
(b), (c), (d), (e), and (f) of § 73.141 as 
(d), (e), (f), (g), and (h) respectively, 
delete present paragraph (a) and insert 
new paragraphs (a), (b), and (c) to read 
as follows: 

(a) Virus cultures. Virus shall be 
propagated in chick embryo tissue cul¬ 
tures or canine renal tissue cultures. 

(b) Virus propagated in chick embryo 
tissue cultures. Embryonated chicken 
eggs used as the source of chick embryo 
tissue for the propagation of measles 
virus shall be derived from flocks certi¬ 
fied to be free of Salmonella pullorum, 
avian tuberculosis, fowl pox, Rous sar¬ 
coma, avian leucosis and other adventi¬ 
tious agents pathogenic for chickens. 
If eggs are procured from flocks that are 
not so certified, tests shall be performed 
to demonstrate freedom of the vaccine 
from such agents. (See § 73.142(a) (8) 
for test for avian leucosis.) 

(c) Virus propagated in canine renal 
tissue cultures. Only dogs in overt good 
health which have been maintained in 
quarantine in vermin-proof quarters for 
a minium of six months, having had no 
exposure to other dogs or animals 
throughout the quarantine period, or 
dogs born to dogs while so quarantined, 
provided the progeny have been kept in 
the same type of quarantine continu¬ 
ously from birth, shall be used as a 
source of kidney tissue for the propaga¬ 
tion of measles virus. 

(1) Dogs used for experimental pur¬ 
poses. Dogs that have been used pre¬ 
viously for experimental or testing pur¬ 
poses with microbiological agents shall 
not be used as a source of kidney tissue 
in the manufacture of vaccine. 

(2) Quarantine and necropsy. Each 
dog shall be examined periodically dur¬ 
ing the quarantine period as well as at 
the time of necropsy under the direction 
of a qualified pathologist, physician or 
veterinarian having experience with 
diseases of dogs, for the presence of 
signs or symptoms of ill health, particu¬ 
larly for evidence of tuberculosis, infec¬ 
tious canine hepatitis, canine distemper, 
rabies, leptospirosis, and other diseases 
indigenous to dogs. If there are any 
such signs, symptoms, or other signifi¬ 
cant pathological lesions observed, tissue 
from such animals shall not be used in 
the manufacture of Measles Virus Vac¬ 
cine, Live, Attenuated. 

3. Amend the second sentence of 
§ 73.141(e) (2), redesignated as §73.141 
(g)(2), by inserting the words “chick 
embryo” between the words “the” and 
“cultures” and by changing “(§73.141 
(a))” to "(§ 73.141(b))”. 
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4. Amend § 73.142(a) by revising the 
portion preceding subparagraph (1) to 
read as follows: 

(a) Tests prior to clarification of vac¬ 
cine manufactured in chick embryo tissue 
cultures. Prior to clarification, the fol¬ 
lowing tests shall be performed on each 
virus pool of chick embryo tissue culture: 

5. Amend § 73.142(a) (8) by changing 
“§ 73.141(a)” to “§ 73.141(b)” and 
“§ 73.141(e)” to § 73.141(g)”. 

6. Amend § 73.142 by redesignating 
paragraphs (b) and (c) as paragraphs 
(c) and (d) respectively, and by insert¬ 
ing a new paragraph (b) to read as 
follows: 

(b) Tests prior to clarification of vac¬ 
cine manufactured in canine renal tissue 
cultures. Prior to clarification, the fol¬ 
lowing tests shall be performed on each 
virus pool of canine renal tissue culture: 

(1) Inoculation of adult mice. Virus 
grown in canine renal tissue cultures 
shall be tested in adult mice as prescribed 
in paragraph (a) (1) for virus grown in 
chick embryo tissue cultures. Test re¬ 
sult standards are those prescribed there¬ 
in. 

(2) Inoculation of suckling mice. Each 
of at least 20 suckling mice less than 24 
hours old shall be inoculated in tracer e- 
brally with 0.01 ml. and intraperitoneally 
with 0.1 ml. of the canine renal tissue 
culture virus pool to be tested. The mice 
shall be observed daily for at least 28 
days. Each mouse that dies after the 
first 48 hours of the test, or is sacrificed 
because of illness, shall be necropsied 
and all areas examined for evidence of 
viral infection. Such examination shall 
include subinoculation of appropriate 
tissue suspensions into an additional 
group of at least five suckling mice by 
intracerebral and intraperitoneal routes 
and observed daily for 28 days. The virus 
pool is satisfactory for Measles Virus 
Vaccine only if at least 80 percent of the 
originally inoculated mice remain 
healthy and survive the entire observa¬ 
tion period, and if none of the mice used 
in the test show evidence of having been 
infected with rabies virus or any other 
transmissible agent or viral infection 
other than measles virus. 

(3) Inoculation of monkey tissue cell 
cultures. Virus grown in canine renal 
tissue cultures shall be tested in monkey 
tissue cell cultures as prescribed in para¬ 
graph (a)(3) of this section for virus 
grown in chick embryo tissue cultures. 
Test result standards are those pre¬ 
scribed therein. 

(4) Inoculation of other cell cultures. 
Virus grown in canine renal tissue cul¬ 
tures shall be tested in other cell cul¬ 
tures as prescribed in paragraph (a) (4) 
of this section for virus grown in chick 
embryo tissue cultures. Test result 
standards are those prescribed therein. 

(5) Inoculation of embryonated eggs. 
Virus grown in canine renal tissue cul¬ 
tures shall be tested in embryonated eggs 
as prescribed in paragraph (a) (5) of 
this section for virus grown in chick em¬ 
bryo tissue cultures. Test result stand¬ 
ards are those prescribed therein. 


(6) Test for Pleuropneumonia-like 
organisms (PPLO) ( Mycoplasma ). 
Virus grown in canine renal tissue cul¬ 
tures shall be tested for Pleuropneu¬ 
monia-like organisms as prescribed In 
paragraph (a) (6) of this section for virus 
grown in chick embryo tissue cultures. 
Test result standards are those pre¬ 
scribed therein. 

(7) Bacteriological test. Each virus 
pool shall be tested for M. tuberculosis, 
human, by appropriate culture methods. 
The virus pool is satisfactory only if 
there is no evidence of M. tuberculosis. 

(8) Tests for adventitious agents. 
Each virus pool shall be tested for the 
presence of such adventitious agents as 
canine distemper virus, canine hepati¬ 
tis virus, leptospira and toxoplasma and 
the following fungi: coccidiomyces, his- 
toplasma and blastomyces. The virus 
pool is satisfactory only if the results of 
all tests show no evidence of any extra¬ 
neous agent attributable to the canine 
renal tissue or the vaccine. 

(Sec. 215, 58 Stat. 690, as amended; 42 U.S.C. 
216. Interpret or apply sec. 351, 58 Stat. 702, 
42 U.S.C. 262) 

Dated: May 16,1963. 

[seal] . David E. Price, 

Acting Surgeon General. 

Approved: May 28,1963. 

Anthony J. Celebrezze. 

Secretary. 

[P.R. Doc. 63-5847; Piled, June 3, 1963; 

8:48 am.] 


[ 42 CFR Part 73 1 

BIOLOGICAL PRODUCTS; MEASLES 

VIRUS VACCINE, INACTIVATED; 

CANINE RENAL TISSUE CULTURES 

Proposed Additional Standards 

Notice is hereby given of proposed rule 
making to provide that virus for the 
manufacture of measles vaccine may be 
cultured in canine renal tissue as well as 
in chick embryo tissue cultures or in 
monkey kidney tissue cultures since 
data are now available to establish the 
adequacy of canine renal tissue as a 
culture medium for the manufacture of 
measles virus vaccine. * 

Notice is also given that it is proposed 
to make any amendments that are adopt¬ 
ed effective upon their publication in the 
Federal Register to afford the earliest 
opportunity for the use of the alternative 
culture system. 

Inquiries relating to this proposed 
amendment may be addressed, and data, 
views and arguments may be presented 
by interested parties, in writing, in tripli¬ 
cate, to the Surgeon General, Public 
Health Service, Washington 25, D.C. 
All relevant material received not later 
than 30 days after publication of this 
notice in the Federal Register will be 
considered. 

It is proposed to amend Part 73 of the 
Public Health Service Regulations as 
follows; 

1. Amend § 73.150(b) to read as 
follows; 
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(b) Criteria for acceptable strains of 
measles virus. Strains of measles virus 
used in the manufacture of vaccine shall 
be identified by (1) historical records in¬ 
cluding origin and manipulation and (2) 
antigenic specificity as measles virus as 
demonstrated by tissue culture neutrali¬ 
zation tests. Strains used for the manu¬ 
facture of Measles Virus Vaccine, In¬ 
activated, shall have been shown to be 
safe and potent in man by field studies 
with experimental vaccine. Vaccine pre¬ 
pared from measles virus strains pro¬ 
pagated in chick embryo tissue cultures 
or in monkey kidney tissue cultures shall 
have been demonstrated as safe and 
potent in at least 10,000 susceptible per¬ 
sons. Vaccine prepared from measles 
virus strains propagated in canine renal 
tissue cultures shall have been demon¬ 
strated as safe and potent in at least 
100,000 susceptible persons. Suscepti¬ 
bility shall be shown by the absence of 
neutralizing or other antibodies against 
measles virus, or by other - appropriate 
methods. Seed virus used for*vaccine 
manufacture shall be free of all demon¬ 
strable extraneous viable microbial 
agents. 

2. Amend § 73.151(a) to read as 

follows: 

(a) Virus cultures. Virus shall be 
propagated in chick embryo tissue cul¬ 
tures, monkey kidney tissue cultures, or 
canihe renal tissue cultures. 

3. Redesignate paragraphs (d), (e), 
and (f) of § 73.151 as subparagraphs 

(1), (2), and (3) respectively. 

4. Insert a new paragraph (d) in 
§ 73.151 to read as follows: 

(d) Virus propagated in canine renal 
tissue cultures. Only dogs in overt good 
health which have been maintained in 
quarantine in vermin-proof quarters for 
a minimum of six months, having had no 
exposure to other dogs or animals 
throughout the quarantine period, or 
dogs born to dogs while so quarantined, 
provided the progeny have been kept in 
the same type of quarantine continuously 
from birth, shall be used as a source of 
kidney tissue for the propagation of 
measles virus. 

(1) Dogs used for experimental pur¬ 
poses. Dogs that have been used pre¬ 
viously for experimental or testing pur¬ 
poses with microbiological agents shall 
not be used as a source of kidney tissue 
in the manufacture of vaccine. 

(2) Quarantine and necropsy. Each 
dog shall be examined periodically during 
the quarantine period as well as at the 
time of necropsy under the direction of a 
qualified pathologist, physician or vet¬ 
erinarian having experience with diseases 
of dogs, for the presence of signs or symp¬ 
toms of ill health, particularly for evi¬ 
dence of tuberculosis, infectious canine 
hepatitis, canine distemper, rabies, lepto¬ 
spirosis, and other diseases indigenous to 
dogs, if there are any such signs, symp¬ 
toms, or other significant pathological 
lesions observed, the kidneys from such 
animals shall not be used in the manu¬ 
facture of Measles Virus Vaccine, In¬ 
activated. 


5. Redesignate paragraphs (g), (h), 

(i), (j), and (k) of §73.151 as para¬ 
graphs (e), (f), (g), (h), and (i) 

respectively. 

6. Insert a new subparagraph (3) in 
§ 73.152(a) to read as follows: 

(3) Measles virus propagated in 
canine renal tissue cultures. 

(i) Inoculation of adult mice; test for 
adventitious agents. Each virus pool 
prepared from canine renal tissue cul¬ 
tures shall be shown to be free from 
contaminating agents pathogenic for 
mice by the test prescribed in subpara¬ 
graph (1) (i) for chick embryo virus 
pools. The test result standards are 
those prescribed therein. 

(ii) Inoculation of suckling mice. 
Suckling mice shall be inoculated as pre¬ 
scribed in § 73.142(b) (2) for virus (live, 
attenuated) grown in canine renal 
tissue cultures. The test result stand¬ 
ards are those prescribed therein. 

(iii) Inoculation of monkey tissue cell 
cultures. Monkey tissue cell cultures 
shall be inoculated as prescribed in 
§ 73.142(a) (3) for virus (live, attenu¬ 
ated) grown in chick embryo tissue cul¬ 
tures. The test result standards are 
those prescribed therein. 

(iv) Inoculation of other cell cultures. 
Other cell cultures shall be inoculated as 
prescribed in § 73.142(a) (4) for virus 
(live, attenuated) grown in chick embryo 
tissue cultures. The test result stand¬ 
ards are those prescribed therein. 

(v) Inoculation of embryonated 
chicken eggs. Embryonated chicken 
eggs shall be inoculated as prescribed 
in § 73.142(a) (5) for virus (live, atten¬ 
uated) grown in chick embryo tissue 
cultures. The test result standards are 
those prescribed therein. 

(vi) Test for Pleuropneumonia-like 
organisms {PPLO) {Mycoplasma). The 
test for Pleuropneumonia-like organisms 
(PPLO) shall be performed as prescribed 
in § 73.142(a) (6) for virus (live, atten¬ 
uated) grown in chick embryo tissue cul¬ 
tures. The test result standards are 
those prescribed therein. 

(vii) Bacteriological tests. Each vi¬ 
rus pool shall be tested for M. Tuber¬ 
culosis, human, by appropriate culture 
methods. The virus pool is satisfactory 
only if there is no evidence of M. 'Tuber¬ 
culosis. 

(viii) Test for adventitious agents. 
Each virus pool shall be tested for the 
presence of the adventitious agents 
enumerated in § 73.142(b) (8) for virus 
(live, attenuated) grown in canine renal 
tissue cultures. The test result stand¬ 
ards are those prescribed therein. 

(Sec. 215, 58 Stat. 690, as amended; 42 U.S.C. 
216. Interpret or apply sec. 351, 58 Stat. 
702, 42 U.S.C. 262) 

Dated: May 16, 1963. 

David E. Price, 
Acting Surgeon General. 

Approved: May 28,1963. 

Anthony J. Celebrezze, 

Secretary. 

[P.R. Doc. 63-5848; Filed, June 3, 1963; 

8:48 ajn.] 


FEDERAL AVIATION AGENCY 

[14 CFR Part 71 [New! 1 

[Airspace Docket No. 63-PC-l] 

FEDERAL AIRWAY AND REPORTING 
POINT 

Proposed Designation 

Pursuant to the authority delegated 
to me by the Administrator [14 CFR 
11.65 [New]] and in consonance with 
ICAO International Standards and Rec¬ 
ommended Practices, notice is hereby 
given that the Federal Aviation Agency 
(FAA) is considering an amendment to 
Part 71 (New) of the Federal Aviation 
Regulations. This proposal relates to 
navigable airspace both within and out¬ 
side the United States. 

Applicability of International Stand¬ 
ards and Recommended Practices, by the 
Air Traffic Service, FAA, in areas outside 
domestic airspace of the U.S. is governed 
by Article 12 and Annex 11 to the Con¬ 
vention on International Civil Aviation 
(ICAO), which pertains to the establish¬ 
ment of air navigation facilities and 
services necessary to promoting safe, or¬ 
derly and expeditious flow of civil air 
traffic. Its purpose is to insure that civil 
flying on International air routes is car¬ 
ried out under uniform conditions de¬ 
signed to improve the safety and effi¬ 
ciency of air operations. 

The International Standards and Rec¬ 
ommended Practices in Annex 11 apply 
in those parts of the airspace under 
the jurisdiction of a contracting state, 
derived from ICAO, wherein air traffic 
services are provided and also whenever 
a contracting state accepts the responsi¬ 
bility of providing air traffic services over 
high seas or in airspace of undetermined 
sovereignty. A contracting state accept¬ 
ing such responsibility may apply the 
International Standards and Recom¬ 
mended Practices to civil aircraft in a 
manner consistent with that adopted for 
airspace under its domestic jurisdiction. 

In accordance with Article 3 of the 
Convention on International Civil Avia¬ 
tion, Chicago, 1944, state aircraft are ex¬ 
empt from the provisions of Annex 11 
and its Standards and Recommended 
Practices. As a contracting state the 
United States agreed by Article 3(d) 
that its state aircraft will be operated 
in International airspace with due re¬ 
gard for the safety of civil aircraft. 

Since this action involves in part the 
designation of navigable airspace out¬ 
side the United States, the Administra¬ 
tor has consulted with the Secretary of 
State and the Secretary of Defense in 
accordance with the provisions of Execu¬ 
tive Order 10854. 

The FAA has under consideration the 
designation of Hawaiian VOR Federal 
airway No. 10 from the Hilo, Hawaii, 
VOR to the Honolulu, Hawaii, Oceanic 
Control Area, as a 10-mile wide airway 
to extend upward from 1,200 feet above 
the surface from the Hilo VOR to the 
intersection of the Hilo VOR 051° and 
the Upolu Point, Hawaii, VOR 093° True 
radials, thence to extend upward from 
2,500 feet above the surface to the inter¬ 
section of the Hilo VOR 051° and the 
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Upolu Point VOR 081° True radials, in¬ 
cluding the additional area between 
lines diverging at angles of 5° either side 
of the Hilo VOR 051° True radial, ex¬ 
tending from the VOR to the western 
boundary of ;he Honolulu, Hawaii, 
Oceanic control area. Designation of 
this airway as proposed would provide a 
route within controlled airspace from the 
Honolulu Oceanic control area to the 
Hilo terminal area for air traffic operat¬ 
ing between the West Coast and the Hilo 
airport (General Lyman Field). The 
proposed increased width to Hawaii V-10 
airway would ensure adequate lateral 
protection for aircraft while operating 
at a maximum distance from the Hilo 
VOR. 

Concurrently with the proposed desig¬ 
nation of Hawaiian V-10 airway, it is 
proposed to establish the Skipjack Inter¬ 
section (intersection of the Hilo, Hawaii; 
VOR 051° and the Upolu Point, Hawaii, 
VOR 081° True radials) as a designated 
reporting point. 

Interested persons may submit such 
written data, views or argument as they 
may desire. Communications should be 
submitted in triplicate to the Assistant 
Administrator, Pacific Region, Attn; 
Chief, Air Traffic Division, Federal Avia¬ 
tion Agency, P.O. Box 4009, Honolulu 12, 
Hawaii. All communications received 
within forty-five days after publication 
of this notice in the Federal Register 
will be considered before action is taken 
on the proposed amendment. No public 
hearing is contemplated at this time, but 
arrangements for informal conferences 
with Federal Aviation Agency officials 
may be made by contacting the Regional 
Air Traffic Division Chief, or the Chief, 
Airspace Utilization Division, Federal 
Aviation Agency, Washington 25, D.C. 
Any data, views or arguments presented 
during such conferences must also be 
submitted in writing in accordance with 
this notice in order to become part of the 
record for consideration. The proposal 
contained in this notice may be changed 
in the light of comments received. 

The official Docket will be available for 
examination by interested persons at the 
Docket Section, Federal Aviation Agency, 
Room A-103,1711 New York Avenue NW., 
Washington 25, D.C. An informal Dock¬ 
et will also be available for examination 
at the office of the Regional Air Traffic 
Division Chief. 

This amendment is proposed under 
sections of 307(a) and 1110, 72 Stat. 749 
and 800; 49 U.S.C. 1348 and 1510, and 
Executive Order 10854, 24 F.R. 9565. 

Issued in Washington, D.C., on May 
27,1963. 

H. B. Helstrom, 

Acting Chief , 

Airspace Utilization Division. 

[F.R. Doc. 63-5820; Filed, June 3, 1963; 

8:45 a.m.] 


[ 14 CFR Part 71 [New] ] 

[Airspace Docket No. 63-SW-22] 

CONTROL ZONE AND TRANSITION 
AREA 

Proposed Alteration and Designation 

Notice is hereby given that the Fed¬ 
eral Aviation Agency is considering 


PROPOSED RULE MAKING 

amendments to Part 71 [New! of the 
Federal Aviation Regulations, the sub¬ 
stance of which is stated below. 

The following controlled airspace is 
presently designated in the Plainview, 
Tex., terminal area: 

1. The Plainview control zone is desig¬ 
nated within a 3-mile radius of the Hale 
County Airport and within 2 miles each 
side of the Plainview VOR 034° True 
radial extending from the 3-mile radius 
zone to 5.5 miles southwest of the ap¬ 
proach end of Runway 4 from 0600 to 
2200 hours, local time, daily. 

2. The Lubbock, Tex., control area ex¬ 
tension is designated, in part, within a 
25-mile radius x)f the Lubbock radio 
range and within 12 miles east and 12 
miles west of the Lubbock VORTAC 008° 
True radial, extending from the VOR¬ 
TAC to 51 miles north. 

To implement the provisions of CAR 
Amendments 60-21/60-29 in the Plain- 
view terminal area, the Federal Aviation 
Agency has under consideration the fol¬ 
lowing airspace actions: 

1. Redesignate the Plainview control 
zone as that airspace within a 3-mile 
radius of the Hale County Airport (lati¬ 
tude 34°10'10" N., longitude 101°43'00" 
W.) and within 2 miles each side of the 
Plainview VOR 034° True radial, extend¬ 
ing from the 3-mile radius zone to the 
VOR, from 0600 to 2200 hours local time, 
daily. 

2. Designate the Plainview transition 
area as that airspace extending upward 
from 1,200 feet above the surface within 
8 miles west and 5 miles east of the 
Plainview VOR 354° and 174° True 
radials, extending from 7 miles south to 
13 miles north of the VOR; within 8 
miles southeast and 5 miles northwest of 
the Plainview VOR 214° and 034° True 
radials, extending from 7 miles northeast 
to 13 miles southwest of the VOR; and 
within 9 miles west and 6 miles east of 
the Lubbock VORTAC 008° True radial, 
extending from 22 miles north to 49 
miles north of the VORTAC. 

The proposed alteration of the Plain- 
view control zone would provide protec¬ 
tion for aircraft executing prescribed 
instrument approach and departure pro¬ 
cedures at the Hale County Airport. The 
Plainview control zone extension pro¬ 
posed with reference to the Plainview 
VOR 034° True radial is slightly longer 
than required by criteria to avoid the 
designation of a relatively small 700-foot 
floor transition area, with consequent 
charting problems and little practical 
benefit to the users. 

The proposed transition area would 
raise the floor of controlled airspace be¬ 
yond the Plainview control zone from 
700 to 1,200 feet and, as a result, would 
make such airspace available for other 
uses, yet sufficient controlled airspace 
would be retained to provide adequate 
protection for aircraft executing pre¬ 
scribed holding, arrival and departure 
procedures within the Plainview terminal 
area. The portions of the Lubbock con¬ 
trol area extension and the floors of the 
airways which traverse the proposed 
transition area would automatically co¬ 
incide with the floor of the transition 
area. Revocation of the Lubbock con¬ 
trol area extension will be processed at 
a later date as a part of the CAR Amend¬ 


ments 60-21/60-29 implementation pro¬ 
grams proposed for the terminal areas 
which adjoin the Plainview terminal 
area. The actions proposed herein would 
not require any change in prescribed in¬ 
strument procedures. 

Interested persons may submit such 
written data, views or arguments as they 
may desire. Communications should 
be submitted in triplicate to the Assist¬ 
ant Administrator, Southwest Region, 
Attn: Chief, Air Traffic Division, Fed¬ 
eral Aviation Agency, P.O. Box 1689, Fort 
Worth 1, Tex. AU communications re¬ 
ceived within forty-five days after 
publication of this notice in the Fed¬ 
eral Register will be considered before 
action is taken on the proposed amend¬ 
ment. No public hearing is contem¬ 
plated at this time, but arrangements 
for informal conferences with Federal 
Aviation Agency officials may be made by 
contacting the Regional Air Traffic 
Division Chief, or the Chief, Airspace 
Utilization Division, Federal Aviation 
Agency, Washington 25, D.C. Any data, 
views or arguments presented during 
such conferences must also be submit¬ 
ted in writing in accordance with this 
notice in order to become part of the 
record for consideration. The proposal 
contained in this notice may be changed 
in the light of comments received. 

The official Docket will be available 
for examination by interested persons 
at the Docket Section, Federal Aviation 
Agency, Room A-103, 1711 New York 
Avenue NW., Washington 25, D.C. An 
informal Docket will also be available 
for examination at the office of the 
Regional Air Traffic Division Chief. 

This amendment is proposed under 
section 307(a) of the Federal Aviation 
Act of 1958 (72 Stat. 749; 49 U.S.C. 
1348). 

Issued in Washington, D.C., on May 
27, 1963. 

H.B. Helstrom, 
Acting Chief , 

Airspace Utilization Division. 

[F.R. Doc. 63-5821; Filed, June 3, 1963; 

8:45 ajn.] 


[14 CFR Part 73 [New] 1 

[Airspace Docket No. 63-WA-311 

Restricted area 

Proposed Alteration 

Notice is hereby given that the Federal 
Aviation Agency is considering an 
amendment to § 73.31 of the Federal 
Aviation Regulations the substance of 
which is stated below. 

The boundary of Restricted Area R- 
3104, Island of Kahoolawe, Hawaii, is de¬ 
scribed in part as being “1 mile from and 
parallel to the shoreline”. The boundary 
of Warning Area W-320 is such that the 
Warning Area infringes upon this por¬ 
tion of R^3104. However, this infringe¬ 
ment is eliminated by excluding that 
portion of W-320 which conflicts with 
R-3104. 

The manner in which the warning area 
and the restricted area is described thus 
allows the boundary of W-320 to be 1 
mile from and parallel to the shoreline 
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of the Island of Kahoolawe. This is not 
consistent with Federal Aviation Agency 
policy in which restricted areas, if re¬ 
quired, may extend to 3 miles offshore of 
the United States, its territories, and 
possessions; and warning areas, where 
required, may be established so as to be 
no closer than 3 miles offshore of the 
United States, its territories and pos¬ 
sessions. 

In order to alleviate this inconsistency, 
and to provide the necessary restricted 
airspace to contain the hazardous activi¬ 
ties regularly conducted therein, the 
Federal Aviation Agency proposes to ex¬ 
pand R-3104 to 3 nautical miles beyond 
the shoreline of Kahoolawe within the 
area currently established as Warning 
Area W-320. The alteration of R-3104, 
as proposed, would automatically place 
the boundary of W-320 at 3 nautical 
miles from the shoreline since the de¬ 
scription of W-320 excludes the area 
which coincides with R-3104. Accord¬ 
ingly, alteration of W-320 would not be 
required. 

If this action is taken, the description 
of R-3104 would be amended to read as 

follows; 
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R-3104 Island of Kahoolawe, Hawaii. 

Boundaries. Beginning at latitude 
20°34'20" N., longitude 156°40'30" W.; 

thence clockwise 1 mile from and parallel to 
the shoreline to latitude 20°37'00" N., longi¬ 
tude 156°35'15" W.; to latitude 20°35'20" 
N., longitude 156°31'45" W.; thence clock¬ 
wise 1 mile from and parallel to the shore¬ 
line to latitude 20°30'2Q" N., longitude 156°- 
31'45" W.; to latitude 20°30'00" N., longi¬ 
tude 156°31'00" W.; to latitude 20°28'30" N., 
longitude 156°30'45" W.; thence clockwise 
3 nautical miles from and parallel to the 
shoreline to latitude 20°35'25" N., longitude 
156°43'00" W.; to the point of beginning. 

Interested persons may submit such 
written data, views or arguments as they 
may desire. Communications should be 
submitted in triplicate to the Assistant 
Administrator, Pacific Region, Attn: 
Chief, Air Traffic Division, Federal Avia¬ 
tion Agency, P.O. Box 4009, Honolulu 12, 
Hawaii. All communications received 
within thirty days after publication of 
this notice in the Federal Register will 
be considered before action is taken on 
the proposed amendment. No public 
hearing is contemplated at this time, but 
arrangements for informal conferences 
with Federal Aviation Agency officials 
may be made by contacting the Regional 
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Air Traffic Division Chief, or the Chief, 
Airspace Utilization Division, Federal 
Aviation Agency, Washington 25, D.C/ 
Any data, views or arguments presented 
during such conferences must also be 
submitted in writing in accordance with 
this notice in order to become part of the 
record for consideration. The proposal 
contained in this notice may be changed 
in the light of comments received. 

The official Docket will be available 
for examination by interested persons 
at the Docket Section, Federal Aviation 
Agency, Room A-103, 1711 New York 
Avenue NW., Washington 25, D.C. An 
informal Docket will also be available 
for examination at the office of the 
Regional Air Traffic Division Chief. 

This amendment is proposed under 
section 307(a) of the Federal Aviation 
Act of 1958 (72 Stat. 749; 49 U.S.C. 
1348). 

Issued in Washington, D.C. on May 27, 
1963. 

H. B. Helstrom, 

Acting Chief, 

Airspace Utilization Division. 

[F.R. Doc. 63-5822; Piled, June 3, 1963; 

8: 45 a.m.J 




Notices 


DEPARTMENT OF THE TREASURY 

Bureau of Customs 

[T.D. 55901] 

COTTON TEXTILES AND COTTON TEX- 
TILE PRODUCTS PRODUCED OR 

MANUFACTURED IN GREECE 

Restrictions on Entry 

May 29,1963. 

There is published below a letter of 
May 20, 1963, from the Chairman, Presi¬ 
dent’s Cabinet Textile Advisory Commit¬ 
tee, directing me to prohibit, effective 
May 23, 1963, and for the period extend¬ 
ing through February 3, 1964, the entry 
for consumption or withdrawal from 
warehouse for consumption in the 
United States (including the Common¬ 
wealth of Puerto Rico) of cotton textiles 
in Category 1, produced or manufactured 
in Greece, which were exported to the 
United States from Greece on or after 
February 4, 1963. 

Collectors of customs and appraisers 
of merchandise have been directed ac¬ 
cordingly and have been instructed to 
give the information public notice. 

[seal] Philip Nichols, Jr., 

Commissioner of Customs. 

The Secretary op Commerce, 

Washington 25, D.C., 

May 20, 1963. 

President’s Cabinet Textile Advisory 
Committee 

Commissioner of Customs, 

Department op the Treasury, 

Washington, D.C. 

Dear Mr. Commissioner : The United 
States Government on February 4, 1963, in 
furtherance of the objectives of, and under 
the terms of, the Long Term Arrangement 
Regarding International Trade done at 
Geneva on February 9, 1962, requested the 
Government of Greece to restrain the export 
of cotton textiles and cotton textile products 
in Category 1 to the United States during 
the twelve-month period beginning Febru¬ 
ary 4, 1963. The Long Term Arrangement is 
an agreement contemplated by Section 204 of 
the Agricultural Act of 1956, as amended. 

Under the terms of the Long Term Ar¬ 
rangement, including Article 6 relating to 
nonparticipants, and in accordance with the 
procedures outlined in Executive Order 11052 
of September 28, 1962, you are directed to 
prohibit, effective May 23, 1963, and for the 
period extending through February 3, 1964, 
entry into the United States for consumption 
and withdrawal from warehouse for con¬ 
sumption of cotton textiles and cotton 
textile products in Category 1 produced or 
manufactured in Greece, in excess of the 
levels of restraint provided: 

Category Level of restraint 

1 0 

The level of restraint of 300,000 pounds 
established for the twelve-month period 
February 4, 1963, through February 3, 1964. 
has been exhausted, by entries made during 
the period February 4, 1963, to date. 

5482 


In carrying out this directive, you shall 
allow entry into the United States for con¬ 
sumption and withdrawal from warehouse for 
consumption of cotton textiles and cotton 
textile products in Category 1, produced or 
manufactured in Greece, when the cotton 
textiles and cotton textile products sought to 
be entered have been exported to the United 
States from Greece prior to the initial date of 
the twelve-month period of restraint, even 
though the level of restraint has been 
exhausted. 

A detailed description of the listed category 
in terms of Schedule A numbers and 
U.S.I.D.A. numbers is attached. 

In carrying out the above directions, entry 
into the United States for consumption shall 
be construed to include entry for consump¬ 
tion into the Commonwealth of Puerto Rico. 

The actions taken with respect to the Gov¬ 
ernment of Greece and with respect to im- 


DEPARTMENT OF COMMERCE 

Maritime Administration 
DELTA STEAMSHIP LINES, INC. 

Notice of Application 

Notice is hereby given that Delta 
Steamship Lines, Inc., has filed an appli¬ 
cation for waiver under the provisions of 
section 804 of the Merchant Marine Act, 
1936, as amended, for permission to 
furnish agency services to the foreign- 
flag vessels of Booth Steamship Co., Ltd., 
at United States Gulf coast ports, with¬ 
out solicitation on behalf of the foreign- 
flag operator. 

Any person, firm or corporation hav¬ 
ing an interest in such application who 
desires to offer views and comments 
thereon for consideration by the Mari¬ 
time Administrator, should submit same 
in writing, in triplicate, to the Secretary, 
Maritime Administration, Washington, 
D.C., by the close of business on June 14, 
1963. The Maritime Administrator will 
consider these views and comments and 
take such action with respect thereto as 
may be deemed appropriate. 

Dated: May 31, 1963. 

By order of the Maritime Adminis¬ 
trator. 

James S. Dawson, Jr., 

Secretary. 

[F.R. Doc. 63-5893; Filed, June 3, 1963; 

8:48 a.m.] 


ports of Greek cotton textiles and cotton 
textile products have been determined by 
the President’s Cabinet Textile Advisory 
Committee to involve foreign affairs func¬ 
tions of the United States. Therefore, the 
directions to the Commissioner of Customs, 
being necessary to the implementation of 
such actions, fall within the foreign affairs 
exception to the notice provisions of Section 
4 of the Administrative Procedure Act. You 
are requested to publish this letter in the 
Federal Register. 

Sincerely yours, 

Luther H. Hodges, 

Secretary of Commerce, and Chair¬ 
man, President’s Cabinet Textile 
Advisory Committee . 

Enclosure: 


Office of the Secretary 
WILLIAM E. VAUGHN 

Statement of Changes in Financial 
Interests 

In accordance with the requirements 
of section 719(b) (6) of the Defense Pro¬ 
duction Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests as reported 
in the Federal Register during the past, 
six month: 

A. Deletions: No change. 

B. Additions: No change. 

This statement is made as of May 18, 
1963. 

William E. Vaughn. 

May 18, 1963. 

[F.R. Doc. 63-5838; Filed, June 3, 1963; 
8:47 a.m.] 

DEPARTMENT OF HEALTH, EDU¬ 
CATION, AND WELFARE 

Social Security Administration 
MONACO 

Notice of Finding Regarding Foreign 
Social Insurance and Pension 
System 

Section 202(t) (2) of the Social Secu¬ 
rity Act (42 U.S.C. 402(t) (2)) authorizes 
and requires the Secretary of Health, 
Education, and Welfare to find whether 


Schedule A and U.S.I.D.A. Components of Selected International Cotton Textile Arrangement 

Categories 


Category 

Description 

Schedule A 
number 

U.S.I.D.A. 

number 

1 

n 0 tton yarn card p d singles - -- _-_ 

3011 000 

0901 11 M 


3021 100 

0901 21 M 


**Thc last two digits represent yarn number groups (e.g., 05 represents yarn numbers 1 through 5; 90 represents 
yarn numbers 26 through 30; 90 represents yarn numbers from 81 through 90, etc.). 

Note: Items shall be classified separately, whether or not imported in suits, sets, or In other combinations. 


[F.R. Doc. 63-5841; Filed, June 3,1963; 8:48 a.m.] 
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a foreign country has in effect a social 
insurance or pension system which is of 
general application in such country and 
under which periodic benefits, or the 
actuarial equivalent thereof, are paid 
on account of old age, retirement, or 
death; and whether individuals who 
are citizens of the United States but not 
citizens of such foreign country and 
who qualify for such benefits are per¬ 
mitted to receive such benefits or the 
actuarial equivalent thereof while out¬ 
side such foreign country without re¬ 
gard to the duration of the absence. 

Pursuant to authority duly vested in 
him by the Secretary of Health, Educa¬ 
tion, and Welfare, the Commissioner of 
Social Security has considered evidence 
relating to the social insurance or pen¬ 
sion system of Monaco, from which evi¬ 
dence it appears that Monaco, as of 
January 1, 1957, has a social insurance 
or pension system of general applica¬ 
tion which pays periodic benefits on 
account of old age, retirement, or death, 
and under which citizens of the United 
States, not citizens of Monaco, who leave 
Monaco, are permitted to receive such 
benefits or their actuarial equivalent at 
the full rate without qualification or 
restriction while outside that country. 

Accordingly, it is hereby determined 
and found that Monaco has in effect, as 
of January 1, 1957, a social insurance or 
pension system which meets the require¬ 
ments of section 202(t) (2) of the Social 
Security Act (42 U.S.C. 402(t)(2)). 

Dated: May 16,1963. 

[seal] Robert M. Ball, 

Commissioner of Social Security . 

Approved: May 28, 1963. 

Anthony J. Celebrezze, 

Secretary of Health , Education, 
and Welfare. 

[PR. Doc. 63-5846; Piled, June 3, 1963; 

8:48 a.m.] 


CIVIL AERONAUTICS BOARD 

[Docket 14154 etc.] 

SLICK CORP. 

Economy Service Airfreight Rate In¬ 
vestigation; Notice of Postpone¬ 
ment of Hearing 

M In the matter of an investigation into 
economy” freight rates proposed by the 
Slick Corporation. 

Notice is hereby given, pursuant to the 
Visions of the Federal Aviation Act of 
1958, as amended, particularly sections 
204(a), 404, and 1002 thereof, that the 
public hearing in the above-entitled pro- 
iiilSF n . ow ass * *gned to be held on June 
iLo 63, k hereb y Postponed to June 18, 
A963, at 10 am., e.d.s.t., in Room 725, 
Universal Building, Connecticut and 
Florida Avenues NW., Washington, D.C., 
-oetore the undersigned examiner. 

1963 ate<1 at Washin ^ ton » D.C., Ma y 28, 

[SEAL 1 Ralph L. Wiser, 

Hearing Examiner . 

[F.R. Doc. 63-5849; Filed, June 3, 1963; 
8:48 am.] 


[Docket 14526] 

FRONTIER AIRLINES, INC. 

Reduced Fares for Teachers; Order of 
Investigation and Suspension 

Adopted by the Civil Aeronautics Board 
at its office in Washington, D.C. on the 
28th day of May 1963. 

By tariff revision 1 filed May 2,1963, to 
be effective June 1, 1963, Frontier Air¬ 
lines, Inc. (Frontier) proposes a 
“teacher” 2 fare which would be 60 per¬ 
cent of the adult local one-way or round- 
trip first-class fare, with a minimum 
fare of $4.70 one way and $9.40 round 
trip. The tariff is marked to expire with 
December 31,1963. To be eligible for the 
reduced fare, the passenger must hold an 
authorized teacher’s identification card 
which would be issued by Frontier upon 
written application and the payment of 
a $5 charge. The teacher’s identification 
card would be valid through December 31 
of the year for which it was obtained. 

Frontier has presented no statement 
or data in support of its tariff proposal. 

complaint has been filed by Western 
Air Lines, Inc. (Western) requesting the 
suspension and investigation of Frontier’s 
proposal. In summary, the complaint 
states that the reduced fares would con¬ 
stitute an undue and unreasonable pref¬ 
erence for teachers and an unjust dis¬ 
crimination against the remainder of the 
traveling public. Western states that, 
while the teaching profession is a worthy 
cause, there are many other underpaid, 
but socially beneficial, groups who have 
an equal claim to the need for lower 
fares. The carrier believes that once the 
door is opened to allow reduced rates for 
the teaching profession, there is no log¬ 
ical way to deny the same benefits to a 
host of other worthwhile groups. In 
support of its position that a price con¬ 
cession to teachers is forbidden by the 
Act, Western points out that Congress 
found it necessary to amend specifically 
the Act to permit the airlines to grant 
reduced-rate transportation to another 
worthwhile profession, viz, ministers of 
religion. The carrier also states that 
Frontier’s proposal creates an ambiguity 
by failing to define “teacher”. 

By telegram filed May 24, 1963, Fron¬ 
tier requests that Western’s complaint of 
May 9 be dismissed, since Frontier was 
not served with a copy of the complaint 
until May 21, 1963. The complaint filed 
by Western bears a proper certificate of 
service and otherwise complies with the 
Board’s rules. The reason for Frontier’s 
late receipt of the complaint remains 
unexplained; however, this does not 
establish that Western failed to comply 
with the Board’s regulations. Under 
these circumstances Frontier’s request 
for dismissal will be denied. Frontier’s 
telegram also goes to the merits of the 
complaint and, in view of the circum¬ 
stances present, the telegram has been 
considered as an answer even though it 
does not comply with the Board’s rules. 

The instant proposal presents a sub¬ 
stantial question of unjust discrimina¬ 
tion. The restriction as to the occupa- 


1 Rule No. 63 to agent C. C. Squire’s C.A.B. 
No. 43. 

* The tariff does not define ’‘teacher”. 


tion of the individuals who may obtain 
the transportation (teachers) renders the 
tariff inherently discriminatory. The 
Board is cognizant of the meritorious 
service of the teaching profession. How¬ 
ever, as the Board has noted elsewhere, 3 
the fact that a reduced fare proposal has 
a meritorious purpose does not validate 
an otherwise unjustly discriminatory 
fare. While the Board recently has 
utilized a more liberal approach to the 
discrimination provisions of the Act, it 
has not approved a special fare to be¬ 
come effective which was available only 
to a specified occupational class of the 
civilian population. 4 

It is further noted that Frontier’s pro¬ 
posal fails to differentiate between the 
accommodations and services available 
to the teachers who would be traveling 
under reduced fares and those available 
to the standard fare passengers. This 
aspect underscores the unjust discrim¬ 
ination, since the teachers’ fare service 
and standard fare service would be like 
and contemporaneous and would be of¬ 
fered under substantially the same cir¬ 
cumstances and conditions. 

Upon consideration of all relevant mat¬ 
ters, the Board finds that the proposed 
tariff revisions may be unjust and un¬ 
reasonable, unjustly discriminatory, un¬ 
duly preferential, unduly prejudicial, 
and otherwise unlawful, and should be 
investigated. In view of the serious 
questions of discrimination involved, the 
Board will suspend the proposed tariff 
revisions and defer their use pending 
investigation. 

Accordingly, pursuant to the Federal 
Aviation Act of 1958, as amended, par¬ 
ticularly sections 204(a), 403, 404, and 
1002 thereof; it is ordered: 

1. That an investigation be instituted 
to determine whether the fares and pro¬ 
visions in rule 63 on 2d Revised Page 
42-D of agent C. C. Squire’s C.A.B. No. 
43 are, or will be, unjust and unreason¬ 
able, unjustly discriminatory, unduly 
preferential, unduly prejudicial, or 
otherwise unlawful, and if found to be 
unlawful, to determine and prescribe the 
lawful fares and provisions; 

2. That pending hearing, and deci¬ 
sion by the Board, Rule 63 on 2d Re¬ 
vised Page 42-D of agent C. C. Squire’s 
C.A.B. No. 43 is suspended and its use 
deferred to and including August 29, 
1963, unless otherwise ordered by the 
Board and that no changes be made 
therein during the period of suspension 
except by order or special permission of 
the Board; 

3. That the request of Frontier Air¬ 
lines, Inc. that the Board dismiss the 
complaint of Western Air Lines, Inc. in 
Docket 14496 is denied; 


3 United Nations Reduced Fares, Order 
E—19519, adopted April 23, 1963, mimeo p. 2. 

* See Capital Group Student Fares, 25 
C.A.B. 280 (1957); United Nations Reduced 
Fares, Order E-19519, adopted April 23, 1963. 
While the Board has permitted reduced 
stand-by fares to become effective which 
were limited to members of the U.S. military 
forces when traveling on furlough, the mili¬ 
tary proposal contained national interest and 
competitive considerations which do not ap¬ 
pear to be present in the instant proposal. 
See Order E-19376, adopted March 14, 1963, 
mimeo pp. 2-3. 
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4. That the complaint of Western Air 
Lines, Inc., in Docket 14496 is granted 
as set forth herein and is consolidated 
into the investigation which is ordered 
herein; 

5. That this investigation be assigned 
for hearing before an examiner of the 
Board at a time and place hereafter to 
be designated; 

6. That a copy of this order be filed 
with the aforesaid tariffs and be served 
upon Frontier Airlines, Inc., and West¬ 
ern Air Lines, Inc., which are hereby 
made parties to this proceeding. 

This order will be published in the 
Federal Register. 

By the Civil, Aeronautics Board; 

[seal] Harold R. Sanderson, 

Secretary. 

[F.R. Doc. 63-5850; Filed, June 3, 1963; 

8:48 a.m.] 


FEDERAL MARITIME COMMISSION 

GRACE LINE INC., AND GULF AND 
SOUTH AMERICA STEAMSHIP CO., 
INC. 

Notice of Filing of Agreement 

Notice is hereby given that an agree¬ 
ment has been filed with the Commis¬ 
sion for approval pursuant to section 
15 of the Shipping Act, 1916 (39 Stat. 
733; 75 Stat. 763; 46 U.S.C. 814): 

Agreement 9183, between Grace Line 
Inc., and Gulf & South America Steam¬ 
ship Co., Inc., provides for a division of 
expenses incurred in the operation of the 
LSM 229 in effecting delivery of cargoes 
over the beach at Quintero Beach, Chile. 

Interested parties may inspect this 
agreement and obtain copies thereof at 
the Bureau of Foreign Regulation, Fed¬ 
eral Maritime Commission, Washington 
25, D.C., or may inspect copies at the 
offices of the District Managers of the 
Commission in New York, N.Y., New Or¬ 
leans, La., and San Francisco, Calif., and 
may submit to the Secretary, Federal 
Maritime Commission, Washington 25, 
D.C., within 20 days after publication of 
this notice in the Federal Register, 
written statements with reference to the 
agreement and their position as to ap¬ 
proval, disapproval or modification, to¬ 
gether with a request for hearing, should 
such hearing be desired. 

Dated: May 29, 1963. 

By order of the Federal Maritime 
Commission. 

Thomas Lisi, 
Secretary. 

[F.R. Doc. 63-5845; Filed, June 3, 1963; 

8:48 a.m.] 


JAPAN-ATLANTIC AND GULF 
FREIGHT CONFERENCE 

Notice of Filing of Amendment to 
Agreement No. 3103 

Notice is hereby given that an agree¬ 
ment has been filed with the Commission 
for approval pursuant to section 15 of 
the Shipping Act, 1916 (39 Stat. 733; 75 
Stat. 763; 46 U.S.C. 814): 


Agreement 3103-20, between the mem¬ 
ber lines of the Japan-Atlantic and Gulf 
Freight Conference, cancels Article 13— 
“Membership”—of the basic agreement, 
and provides a new Article 13—“Member¬ 
ship”—, which requires applicants for 
conference membership to sign Agree¬ 
ments No. 8600 and No. 8820 as well as 
basic Agreement 3103 as a condition for 
admission to the Conference. 

Interested parties may inspect this 
agreement, and obtain copies thereof, at 
the Bureau of Foreign Regulation, Fed¬ 
eral Maritime Commission, Washington 
25, D.C., or may inspect copies at the 
offices of the District Managers of the 
Commission in New York, N.Y., New Or¬ 
leans, La., and San Francisco, Calif., and 
may submit to the Secretary, Federal 
Maritime Commission, Washington 25, 
D.C., within 20 days after publication of 
this notice in the Federal Register, writ¬ 
ten statements with reference to the 
agreement and their position as to ap¬ 
proval, disapproval, or modification, to¬ 
gether with a request for hearing should 
such hearing be desired. 


Dated: May 29, 1963. 


By order of the Federal Maritime Com¬ 
mission. 


Thomas Lisi, 
Secretary. 


[F.R. Doc. 63-5844; Filed, June 3, 1963; 
8:48 a.m.] 


FEDERAL POWER COMMISSION 

[Docket No. CP63-270] 

VALLEY GAS TRANSMISSION, INC. 

Notice of Application and Date of 
Hearing 

May 27, 1963. 

Take notice that on April 4, 1963, as 
supplemented on April 25, 1963, Valley 
Gas Transmission, Inc. (Applicant), 1500 
Americana Building, Houston, Texas, 
filed in Docket No. CP63-270 an applica¬ 
tion pursuant to section 7(c) of the Nat¬ 
ural Gas Act for a certificate of public 
convenience and necessity authorizing 
the sale, on a firm basis, of an average 
daily quantity of 25,000 Mcf of natural 
gas to Iroquois Gas Corporation (Iro¬ 
quois) and the construction and opera¬ 
tion of certain facilities necessary for 
such sale and necessary to attach addi¬ 
tional new sources of gas supply from 
acreage located in the Luby, Petronilla 
and Yeary Fields, Nueces and Kleberg 
Counties, Texas, all as more fully set 
forth in the application, as supplemented, 
on file with the Commission and open to 
public inspection. 

Applicant proposes to construct and 
operate a total of 61.72 miles of 2- to 8- 
inch pipeline, and appurtenant facilities, 
connecting some 8 gas supply areas 1 to 


1 Seven of the areas are dedicated to sales 
to Iroquois. These include the Hackberry 
area, Oameron Parish, Louisiana, and the 
Spanish Camp, Koopman-Mopp, Coleto 
Creek, South Lissie, Luby and Petronilla 
areas, Nueces, Kleberg, Jim Wells, Victoria 
and Wharton Counties, Texas. The eighth 
area is dedicated to existing service to Ten¬ 
nessee; said area being the Luby-Yeary, 
Nueces County, Texas. 


the existing facilities of Tennessee Gas 
Transmission Company (Tennessee). 
The application indicates that the gas 
to be sold to Iroquois will be transported 
by Tennessee to a point in Erie County, 
New York, where Tennessee’s system 
interconnects with that of Iroquois. 

The application shows the total esti¬ 
mated cost of the subject project is 
$1,518,520, which cost will be financed 
by a long term loan and temporary bor¬ 
rowings from Applicant’s parent, Valley 
Gas Production, Inc. 

The sale to Iroquois is to be made pur¬ 
suant to a contract, dated March 27, 
1963, between Applicant and Iroquois. 
Said contract provides for an initial price 
of 18.3 cents per Mcf at 14.65 psia. 

This matter is one that should be dis¬ 
posed of as promptly as possible under 
the applicable rules and regulations and 
to that end: 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by sections 7 
and 15 of the Natural Gas Act, and the 
Commission’s rules of practice and pro¬ 
cedure, a hearing will be held on June 26, 
1963, at 9:30 a.m., e.d.s.t., in a Hearing 
Room of the Federal Power Commission, 
441 G Street NW., Washington, D.C., con¬ 
cerning the matters involved in and the 
issues presented by such application: 
Provided, however, That the Commission 
may, after a non-contested hearing, dis¬ 
pose of the proceedings pursuant to the 
provisions of § 1.30(c) (1) or (2) of the 
Commission’s rules of practice and pro¬ 
cedure. Under the procedure herein pro¬ 
vided for, unless otherwise advised, it will 
be unnecessary for Applicant to appear 
or be represented at the hearing. 

Protests or petitions to intervene may 
be filed with the Federal Power Commis¬ 
sion, Washington 25, D.C., in accordance 
with the rules of practice and procedure 
(18 CFR 1.8 or 1.10) on or before June 
17, 1963. Failure of any party to appear 
at and participate in the hearing shall 
be construed as waiver of and concur¬ 
rence in omission herein of the inter¬ 
mediate decision procedure in cases 
where a request therefor is made. 

Joseph H. Gutride, 

Secretary. 

[F.R. Doc. 63-5824; Filed, June 3, 1963; 

8:45 a.m.] 


[Docket No. G—5179 etc.] 

SUNRAY DX OIL CO. ET AL. 

Notice of Severance 

May 27, 1963. 

Sunray DX Oil Company et al., Docket 
No G-5179, etc.; The Pure Oil Company, 
Docket No. G-18881; J. R. Perkins and 
Elizabeth Perkins, Docket No. CI 60 - 825 . 

Notice is hereby given that the matters 
of the applications in Docket Nos. 
G-18881 and CI60-825, heretofore sched¬ 
uled for a hearing in Washington. D.C, 
on June 4, 1963, in the consolidated pro¬ 
ceeding entitled Sunray DX Oil Com¬ 
pany, et al., Docket Nos. G-5179, et 








Tuesday, June 4, 1963 

are severed therefrom for such further 
disposition as may be appropriate. 

Joseph H. Gtjtride, 

Secretary . 

[F.R. Doc. 63-5825; Piled, June 3, 1963; 
8:46 a.m.] 


[Docket No. E-7099] 

GEORGIA POWER CO. 

Order To Show Cause 

May 27, 1963. 

Georgia Power Company (Georgia 
Power), Atlanta, Georgia, a corporation 
organized under the laws of the State 
of Georgia, has been determined to be a 
public utility within the meaning of the 
Federal Power Act, 17 FPC 324, 326, and 
has filed with the Federal Power Com¬ 
mission, from time to time, rate sched¬ 
ules and contracts for service to rural 
electric cooperatives and municipalities, 
including those listed in the attached 
Appendices A, B, and C. 1 These rate 
schedules and contracts contain one or 
more provisions which may have the 
effect of restricting the rural electric 
cooperatives and municipalities from 
reselling to certain classes of potential 
customers power purchased from 
Georgia Power under the filed rate 
schedules and contracts. 

The following provisions which appear 
to be restrictive are contained in rate 
schedules on file with the Commission, as 
designated below: 

1. Contract for Service Under Rate 
Schedule “WR^-2” Optional (Primary 
Electric Service for Rural Cooperative 

Associations): 

Fourth. “Additional Charge for Serv¬ 
ice Resold to Large Loads: For service 
resold by the Customer to any single load 
of 50 hp. or more, there is an additional 
charge of $1.11 gross per kw. of maxi¬ 
mum demand of such load as recorded 
each month * * V’ 

Fifth . “The Customer further agrees 
to notify the Company promptly in writ¬ 
ing of its intention to serve any customer 
having a connected load of 50 hp. or 
more, and further agrees to install a 
demand meter or demand attachment in 
conjunction with Customer’s watthour 
meter installed to measure said load, and 
further agrees to read such demand 
meter monthly and to furnish such 
reading promptly to the Company, in 
order that the Company may render its 
bill in accordance with the terms of 
Schedule ‘WR-2.’ ” 

Eleventh. “Neither party, unless or¬ 
dered so to do by a properly constituted 
state regulatory authority, shall dupli¬ 
cate the other’s facilities, except insofar 
as such duplication shall be necessary in 
order to transmit electric energy be¬ 
tween unconnected points on its lines. 
Neither party unless ordered so to do by 
a {? op ? rl y constituted state regulatory 
authority, shall distribute or furnish 
electrical energy to anyone who, at the 
time of the proposed service, is receiv¬ 
es electric service from the other, or 
wnose prem ises are capable of being 

1 Filed as part of original document. 
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served by the existing facilities of the 
other without extension of its distribu¬ 
tion system. The Customer shall not sell 
the energy purchased from the Company 
hereunder to any person, firm, corpora¬ 
tion, association, or to anyone for resale, 
except with the written consent of the 
Company.” 

The above provisions of the “WR-2” 
rate are contained in the designated rate 
schedules on file with the Commission as 
listed in Appendix A. 1 

2. Rate Schedule “WR-5” Optional 
(Wholesale Service to Rural Cooper¬ 
ative Associations for Redistribution and 
Resale): 

Applicability. “* * * This schedule 
shall not be applicable to service resold 
to a customer having a demand of 100 
kw. or more at a rate lower than the 
standard rate of the Company as pre¬ 
scribed by the Georgia Public Service 
Commission for that class of service.” 

Contract for Primary Electric Service 
for Rural Cooperative Associations Un¬ 
der “WR-5” Rate: 

Eleventh. “Neither party, unless or¬ 
dered so to do by a properly constituted 
state regulatory authority, shall dupli¬ 
cate the other’s facilities, except insofar 
as such duplication shall be necessary in 
order to transmit electrical energy be¬ 
tween unconnected points on its lines. 
Neither party, unless ordered so to do by 
a properly constituted state regulatory 
authority, shall distribute or furnish 
electrical energy to anyone who, at the 
time of the proposed service, is receiving 
electric service from the other, or whose 
premises are capable of being served by 
the existing facilities of the other with¬ 
out extension of its distribution system; 
provided, however, the Company shall 
have the right to serve direct any un¬ 
served or new customer, having a de¬ 
mand of 100 kilowatts or more, when 
Company is requested to do so by such 
customer. The customer shall not sell 
the energy purchased from the Company 
hereunder to any person, firm, corpora¬ 
tion, association, or to anyone for resale, 
except with the written consent of the 
Company.” 

The above provisions of the “WR-5” 
rate schedule and contract are contained 
in the designated rate schedules on file 
with the Commission as listed in 
Appendix B. 

3. Contract for Primary Electric Serv¬ 
ice Under Rate Schedule “WR-4” 
(Wholesale Service to Municipalities for 
Redistribution and Resale): 

First. “* * * The Company reserves 
the right to sell electrical energy in said 
City, to parties whose initial connected 
load exceeds_horsepower, in ac¬ 

cordance with the manufacturer’s stand¬ 
ard aggregate rating of the electrical 
apparatus installed or to be installed. 

“The Company hereby agrees that the 
Customer shall have the exclusive right 
to resell electrical energy to all other 
parties in said City, provided, however, 
that should the Customer fail to sell 
electrical energy to power users each of 
whose aggregate capacity installed or to 
be installed is less than_horse¬ 

power, the Company shall have the right 
to sell electrical energy to such users, 
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after securing the Customer’s consent to 
take such business * * *” 

The figures entered in the above 
blanks are not uniform in the several 
rate schedules on file with the Commis¬ 
sion. The figures range from 5 horse¬ 
power to 600 horsepower. 

The following provisions are contained 
both in Rate Schedule “WR-4” and in 
the Contracts for service under the 
“W-4” rate. 

Fourth. “Resale Credit: Subject to 
limitations in following paragraph a 
credit against net bills will be allowed 
on that part of the total energy pur¬ 
chased each month which is equal to the 
KWH actually resold to retail customers 
in the preceding month, the amount of 
such credit to be determined as follows: 

“0.50 cent for kw.-hr. resold not to 
exceed the number of kw.-hr. billed in 
the first block of the rate schedule in the 
current month, plus 

“0.35 cent per additional kw.-hr. re¬ 
sold, if any, not to exceed the number 
of kw.-hr. billed in the second block, plus 
“0.25 cent per additional kw.-hr. re¬ 
sold, if any, not to exceed the number of 
kw.-hr. billed in the third block, plus 
“0.10 cent per additional kw.-hr. re¬ 
sold, if any, in excess of the above.” 
“Determination of kw.-hr. resold: 

“For the purpose of billing under this 
rate schedule, a retail customer is defined 
as any customer who uses less than 5,000 
kw.-hr. during the month. Should such 
customer be served by the distributing 
agency through two or more meters at 
one location, then the aggregate con¬ 
sumption by that customer shall deter¬ 
mine his eligibility. The municipality 
shall report to the Company not later 
than the tenth of each month the number 
of kw.-hr. resold to such retail custo¬ 
mers in the preceding month, and such 
report shall be used by the Company in 
preparing its bill for the current month’s 
consumption. This report shall show the 
number of customers and the total kw.- 
hr. resold to them, as a single item for all 
customers who used less than 1,000 kw.- 
hr. during the month being reported, and 
as separate items the names and con¬ 
sumptions of all customers who used be¬ 
tween 1,000 kw.-hr. and 5,000 kw.-hr. 
Energy resold to larger customers, losses, 
and energy used by the municipality 
(even though carried on the books as a 
sale to some other department of the 
municipal government) are specifically 
excluded from eligibility as kw.-hr. re¬ 
sold. Should the Company fail to receive 
such report, the kw.-hr. used by the 
excluded items enumerated in the pre¬ 
ceding sentence shall be estimated by 
the Company and deducted from the 
total kw.-hr., the remainder then being 
treated as kw.-hr. resold but if the kw.- 
hr. resold is estimated in this manner it 
shall not exceed 40 percent of the total 
kw.-hr. to be billed * * 

The above provisions of the “WR-4” 
rate schedule and contracts are con¬ 
tained in the designated rate schedules 
on file with the Commission as listed in 
Appendix C. 

4. Two municipalities and one rural 
electric cooperative receive service from 
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Georgia Power under special contracts, 
containing the following provisions: 

City of Adel, Rate Schedule FPC Num¬ 
ber 256, Article 3: 

“The Municipality will notify the Light 
Company promptly of its intention to 
serve any customer having a connected 
load of 50 hp. or more.” 

City of Cairo, Rate Schedule FPC 
Number 256, Article 3; Okefenokee Rural 
Electric Membership Corporation, Rate 
Schedule FPC Number 267, Article 3: 

“The Municipality (Cooperative) will 
notify the Light Company promptly of 
its intention to serve any customer hav¬ 
ing a connected load of 50 hp. or more, 
and further agrees to install a demand 
meter or demand attachment in con¬ 
junction with its watt-hour meter in¬ 
stalled to measure said load, and further 
agrees to read such demand meter 
monthly and furnish such reading 
promptly to the Light Company.” 

The provisions set out above may have 
the effect of restricting the rural electric 
cooperatives and municipalities from 
reselling to certain classes of potential 
customers power purchased from Geor¬ 
gia Power under the rate schedules. 
They constitute rates, charges or classifi¬ 
cations or rules, regulations, practices or 
contracts affecting rates, charges or 
classifications within the meaning of 
sections 205 and 206 of the Federal Power 
Act and may be unjust, unreasonable, 
and, therefore, unlawful. 

The Commission further finds. 

(1) It is necessary and appropriate for 
the purposes of the Federal Power Act, 
particularly sections 205, 206, 307, 308 
and 309 thereof, that Georgia Power 
Company be directed to show cause in 
writing why the Commission should not 
find and determine the above-mentioned 
provisions in Georgia Power Company’s 
filed rate schedules to be unjust or 
unreasonable. 

(2) In the event that the above-men¬ 
tioned provisions are found to be unjust 
or unreasonable it may be appropriate 
for purposes of the Federal Power Act, 
particularly sections 205, 206, 304, 307, 
308 and 309 thereof, for the Commission 
to order a hearing to determine and fix 
the just and reasonable rates, charges, 
classifications, rules, regulations, prac¬ 
tices or contracts to be thereafter ob¬ 
served and in force for service by Geor¬ 
gia Power Company to rural electric 
cooperatives and municipalities. 

The Commission orders. 

(A) On or before July 15, 1963, Geor¬ 
gia Power Company shall respond to this 
order through answer as provided in 
§ 1.9(c) of the Commission’s rules of 
practice and procedure, 18 CFR 1.9(c). 

(B) Notices of intervention or petitions 
to intervene in this proceeding may be 
filed with the Commission on or before 
June 20, 1963, and in accordance with 
the Commission’s rules of practice and 
procedure (18 CFR 1.8). 

By the Commission. 

Joseph H. Gutride, 

Secretary. 

[F.R. Doc. 63-5826; Filed, June 3, 1963; 

8:46 a.m.] 


[Docket No. G-2721 etc.] 

CITIES SERVICE PRODUCTION CO. 
ET AL. 

Notice of Severance 

May 27,1963. 

Cities Service Production Company, 
et al. (formerly Cities Production Corpo¬ 
ration), Docket No. G-2721, etc.; Kerr- 
McGee Oil Industries, Inc., Docket No. 
G-12886. 

Notice is hereby given that the matter 
of the application in Docket No. G-12886 
heretofore scheduled for a hearing in 
Washington, D.C., on May 28, 1963, in 
the consolidated proceeding entitled 
Cities Service Production Company, et 
al. (formerly Cities Production Corpo¬ 
ration), Docket Nos. G-2721, et al., is 
severed therefrom for such further dis¬ 
position as may be appropriate. 

Joseph H. Gutride, 
Secretary. 

[F.R. Doc. 63-5827; Filed, June 3, 1963; 

8:46 a.m.] 


FEDERAL RESERVE SYSTEM 

CHEMICAL BANK NEW YORK TRUST 
CO. 

Order Approving Acquisition of 
Bank's Assets 

In the matter of the application of 
Chemical Bank New York Trust Com¬ 
pany for approval of acquisition of assets 
of Bank of Rockville Centre Trust Com¬ 
pany. 

There has come before the Board of 
Governors, pursuant to the Bank Merger 
Act of 1960 (12 U.S.C. 1828(c)), an ap¬ 
plication by Chemical Bank New York 
Trust Company, New York, New York, 
a member bank of the Federal Reserve 
System, for the Board’s prior approval of 
its acquisition of the assets and assump¬ 
tion of the deposit liabilities of Bank of 
Rockville Centre Trust Company, Rock¬ 
ville Centre, Nassau County, Long Island, 
New York, and, as an incident thereto, 
Chemical Bank New York Trust Com¬ 
pany has applied, under section 9 of the 
Federal Reserve Act, for the Board’s 
prior approval of the establishment by 
that bank of branches at the three pres¬ 
ent locations of Bank of Rockville Centre 
Trust Company. Notice of the proposed 
acquisition of assets and assumption of 
deposit liabilities, in form approved by 
the Board of Governors, has been pub¬ 
lished pursuant to said Bank Merger 
Act. 

Upon consideration of all relevant ma¬ 
terial in the light of the factors set forth 
in said Act, including reports furnished 
by the Comptroller of the Currency, the 
Federal Deposit Insurance Corporation, 
and the Department of Justice on the 
competitive factors involved in the pro¬ 
posed transaction, 


It is hereby ordered , For the reasons 
set forth in the Board’s Statement 1 of 
this date, that said applications be and 
hereby are approved, provided that said 
acquisition of assets and assumption of 
deposit liabilities and establishment of 
branches shall not be consummated (a) 
within seven calendar days after the 
date of this Order, or (b) later than 
three months after said date. 

Dated at Washington, D.C., this 27th 
day of May 1963. 

By order of the Board of Governors. 2 

[seal] Merritt Sherman, 

Secretary. 

[F.R. Doc. 63-5828; Filed, June 3, 1963; 

8:46 a.m.] 

HOUSING AND HOME 
FINANCE AGENCY 

Office of the Administrator 
REGIONAL ADMINISTRATORS 

Delegation of Authority With Respect 

to Advances for Public Works Plan¬ 
ning (Third Advance Planning Pro¬ 
gram) 

Each Regional Administrator of the 
Housing and Home Finance Agency in 
carrying out the program of advances for 
public works planning under subsections 
702 (a), (c), and (g), of the Housing Act 
of 1954, as amended (40 U.S.C. 462 (a), 
(c), and (g)), is hereby authorized: 

1. To approve applications, authorize 
advances, and execute offers to public 
agencies, involving advances to aid in 
planning proposed public works; 

2. To amend or modify contracts re¬ 
sulting from the acceptance of such 
offers; 

3. To determine the amount of partial 
repayment due pursuant to subsection 
702(c) of the Act if the public agency 
undertakes construction of only a por¬ 
tion of the planned public work; 

4. To determine the amount of the ad¬ 
vance which the public agency is re¬ 
lieved of liability to repay pursuant to 
subsection 702(g) of the Act if construc¬ 
tion of the planned public works project 
or a portion thereof is initiated as a re¬ 
sult of a grant under the Public Works 
Acceleration Act. 

5. To redelegate to the Regional Direc¬ 
tor of Community Facilities the author¬ 
ity delegated herein except the authority 
to approve applications, authorize ad¬ 
vances, and amend or modify contracts 
resulting from the acceptance of offers; 

1 Filed as part of the original document. 
Copies available upon request to the Boar 
of Governors of the Federal Reserve System. 
Washington 25, D.C., or to the Federal Re¬ 
serve Bank of New York. Dissenting State¬ 
ment of Governor Robertson also filed as 
part of the original document and available 
upon request. 

a Voting for this action: Chairman Martin, 
and Governors Balderston, Mills, Shepar * 
son. King, and Mitchell. Voting agains 
this action: Governor Robertson. 
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6. In the case of the Regional Admin¬ 
istrator, Region VI (San Francisco), to 
redelegate to the Director for Northwest 
Operations, Region VI, at Seattle, Wash¬ 
ington, any of the authority delegated 
herein. 

This delegation supersedes the delega¬ 
tion effective October 24, 1962 (27 F.R. 
10598, October 31, 1962). 

(62 Stat. 1283 (1948), as amended by 64 Stat. 
80 (1950), 12 U.S.C. 1701c) 

Effective as of the 4th day of June 

1963. 

[seal] Robert C. Weaver, 

Housing and Home 
Finance Administrator. 

[F.R. Doc. 63-5857; Filed, June 3, 1963; 
8:48 a.m.] 

SECURITIES AND EXCHANGE 
COMMISSION 

[File No. 812-1528] 

FIRST AMERICAN ISRAEL MUTUAL 
FUND 

Notice of Filing of Application 

May 28,1963. 

Notice is hereby given that The First 
American Israel Mutual Fund (“appli¬ 
cant”) , 141 Milk Street, Boston, Massa¬ 
chusetts, a Massachusetts business trust 
and a registered open-end investment 
company, has filed an application pur¬ 
suant to sections 17(b) and 22(e) (3) of 
the Investment Company Act of 1940 
(“Act”) for an order of exemption from 
the provisions of sections 17(a)(1) and 
22(e) of the Act. All interested persons 
are referred to the application on file 
with the Commission for a full statement 
of the representations therein which are 
summarized below. 

As set forth in its registration state¬ 
ment on file with the Commission, ap¬ 
plicant is proposing to offer 2,750,000 
shares of its shares of beneficial interest 
pursuant to an underwriting agreement 
with Paine, Webber, Jackson & Curtis, as 
representative of the underwriters. 

Shares of applicant which are pur¬ 
chased by investors may be paid for by 
the exchange of certain State of Israel 
bonds as well as cash. 'Accordingly, the 
underwriters may in turn pay for certain 
of the shares acquired by them from the 
applicant with State of Israel bonds re¬ 
ceived by them from customers. 

Applicant requests an order pursuant 
to section 17(b) of the Act exempting 
all underwriters and their represent- 
atives in connection with the proposed 
offering from the provisions of section 
l” a) of the Act to the extent that such 
Provisions would otherwise prevent the 
representative or any such underwriter 
rom acquiring shares of applicant in ex- 
cnange for State of Israel bonds. 

Applicant anticipates ultimately in¬ 
vesting approximately 80 percent of its 
tal net assets in Israeli securities. Sub¬ 
s’ antially all of these investments will 
ce made in securities which are listed on 
® Tel Aviv Stock Exchange. For pur¬ 
ses of determining its net asset value, 


applicant will value portfolio securities 
which are traded on the Tel Aviv Stock 
Exchange at the prices prevailing on that 
exchange. The closing or restriction of 
trading on the Tel Aviv Stock Exchange 
will therefore have a material effect on 
applicant’s ability to meet redemption 
requirements and to evaluate portfolio 
securities. Applicant, accordingly, re¬ 
quests an order pursuant to section 
22(e) (3) of the Act permitting it to sus¬ 
pend redemptions and postpone the date 
of payment or satisfaction upon redemp¬ 
tion for any period during which the Tel 
Aviv Stock Exchange is closed other than 
the customary weekend and holiday clos¬ 
ing, or during which trading on the Tel 
Aviv Stock Exchange is restricted, pro¬ 
vided, however, that applicable rules and 
regulations of the Securities and Ex¬ 
change Commission will govern in de¬ 
termining whether or not trading shall 
be deemed to have been restricted on the 
Tel Aviv Stock Exchange. 

The application also requests an ex¬ 
emption from section 17(f) of the Act in 
order that custody of applicant’s secu¬ 
rities may be maintained in Israel. Ap¬ 
plicant has consented to a deferral of this 
matter and therefore, this portion of the 
application will be formally noticed at a 
later date. 

Notice is further given that any inter¬ 
ested person may, not later than June 14, 
1963, at 5:30 p.m., submit to the Commis¬ 
sion in writing a request for a hearing on 
the matter accompanied by a statement 
as to the nature of his interest, the reason 
for such request and the issues of fact 
or law proposed to be controverted, or 
he may request that he be notified if the 
Commission should order a hearing 
thereon. Any such communication 
should be addressed: Secretary, Secu¬ 
rities and Exchange Commission, Wash¬ 
ington 25, D.C. A copy of such request 
shall be served personally or by mail (air 
mail if the person being served is located 
more than 500 miles from the point of 
mailing) upon applicant at the address 
set forth above. Proof of such service 
(by affidavit or in case of an attomey-at- 
law by certificate) shall be filed con¬ 
temporaneously with the request. At 
any time after said date, as provided by 
Rule 0-5 of the rules and regulations 
promulgated under the Act, an order dis¬ 
posing of the application herein may be 
issued by the Commission upon the basis 
of the showing contained in said appli¬ 
cation, unless an order for hearing upon 
said application shall be issued upon 
request or upon the Commission’s own 
motion. 

For the Commission (pursuant to dele¬ 
gated authority). 

[SEAL] ORVAL L. DUBOIS, 

Secretary. 

[F.R. Doc. 63-5830; Filed, June 3, 1963; 

8:47 a.m.] 


[File No. 812-1580] 

INTERNATIONAL BANK 
Notice of Filing of Application 

May 28, 1963. 

Notice is hereby given that Interna¬ 
tional Bank (“applicant”), 1701 Penn¬ 


sylvania Avenue NW., Washington 6, 

D. C., a corporation organized and exist¬ 
ing under the laws of the State of Ari¬ 
zona, has filed an application for an 
order of the Commission exempting from 
the provisions of section 17(a) of the 
Investment Company Act of 1940 
(“Act”), the purchase of certain prop¬ 
erty by the Alexandria National Bank 
(“Bank”) from certain officers and di¬ 
rectors of the Bank. All interested 
persons are referred to the application 
which is on file with the Commission for 
a full statement of the applicant’s rep¬ 
resentations which are summarized 
below. 

The Bank proposes to purchase from 
Ira R. Devonald, Trustee, acting as such 
for Luther A. Gilliam, Henry P. Thomas, 

E. Guy Ridgely and Ira R. Devonald, 
who are the directors of the Bank, 
properties located in the City of Alex¬ 
andria known as 317, 319, 321, 323, 325, 
327, 329 and 331 North Columbus Street 
(comprising in the aggregate about 13,754 
square feet of land) for a cash consid¬ 
eration of $112,500, or approximately 
$8.17 per square foot. The purchase 
price represents approximately $19,000 
more than the cost of the property to 
the directors, including expenditures 
since the acquisition of the property in 
February 1960 and July 1961. Such 
property is being acquired by the Bank 
to provide parking facilities at its main 
office located at 330 North Washington 
Street, in the City of Alexandria. 

An appraisal report dated Decem¬ 
ber 11, 1962, prepared for the Bank by 
two real estate appraisers, valued the 
property, as of that date, at $130,663 or 
approximately $9.50 per square foot. 
The report states, among other things, 
that the property is zoned R^-C which 
allows uses for accessory building, 
apartment hotel, church, hotel, public 
garage, and, by special use permit, bank, 
parking lot and drug store. It also states 
that the existing improvements on the 
property to be acquired, some of which 
are close to 100 years old, contribute little 
or no value to the grounds, which is due 
to the fact that the ground in the block 
and adjacent blocks has little or no use 
except in an assemblage of large parcels 
for commercial uses. Purchase and sale 
transactions of similar type properties 
in the area include the purchase by the 
Bank of a 21,763-square foot parcel on 
Washington Street adjoining the Bank 
in February 1960 for $174,000, or about 
$8 per square foot. Subsequently, hav¬ 
ing decided that the tract was too well 
located for parking lot purposes, it sold 
the tract for $196,000, or about $9.00 
per square foot. 

Applicant states that the proposed pur¬ 
chase was approved by the Bank’s board 
of directors at meetings held on Decem¬ 
ber 18, 1962, and March 26, 1963 and 
that Messrs. Devonald, Gilliam, Thomas 
and Ridgely abstained from voting on the 
proposal. 

Applicant has previously filed an appli¬ 
cation (File No. 812-1372) pursuant to 
section 3(b)(2) of the Act which is 
currently the subject of proceedings be¬ 
fore the Commission, for an order declar¬ 
ing that applicant is primarily engaged 
in a business or businesses other than 
that of investing, reinvesting, owning, 






5488 


NOTICES 


holding or trading in securities, either 
directly or through majority-owned sub¬ 
sidiaries or through controlled companies 
conducting similar types of businesses. 
In connection with that proceeding an 
order was issued (Investment Company 
Act Release No. 3297), pursuant to sec¬ 
tion 6(c) of the Act, exempting appli¬ 
cant from certain provisions of the Act 
pending the determination of applicant’s 
status and, pursuant to section 6(e), 
making certain other provisions of the 
Act, including section 17, applicable as 
though applicant were a registered in¬ 
vestment company. 

Applicant owns beneficially 508,272 
shares, or 17.14 percent of the outstand¬ 
ing shares of. common stock of Financial 
General Corporation (“FGC”). FGC 
controls the Bank by virtue of ownership 
of 55.53 percent of the Bank’s capital 
stock. On May 15, 1963 the Commission 
issued an order (Investment Company 
Act Release No. 3698) declaring that ap¬ 
plicant controls FGC. By virtue of such 
control relationships, applicant, FGC, 
the latter’s subsidiaries, and the Bank 
are affiliated persons of each other with¬ 
in the definition contained in section 
2(a)(3) of the Act. Since officers, em¬ 
ployees and directors of the Bank are by 
definition affiliated persons thereof, such 
persons are affiliated persons of an affili¬ 
ated person of applicant. Section 17 
(a) (1) of the Act, with certain excep¬ 
tions, prohibits an affilated person of 
an affiliated person of a registered in¬ 
vestment company from selling any se¬ 
curity or other property to a registered 
investment company or to a company 
controlled by such registered company. 
Accordingly, since applicant is subject to 
the Act as though it were a registered 
investment company, section 17(a)(1) 
prohibits the sale of the land by the di¬ 
rectors of the Bank which is under appli¬ 
cant’s control. 

Under section 17(b) of the Act, the 
Commission shall grant an exemption 
from the prohibitions of section 17(a) 
if it finds that the terms of a proposed 
transaction are reasonable and fair and 
do not involve overreaching on the part 
of any person concerned, and that such 
transaction is consistent with the policy 
of each registered investment company 
concerned and with the general purposes 
of the Act. 

Notice is further given that any inter¬ 
ested person may, not later than June 14, 
1963 at 5:30 p.m. submit to the Commis¬ 
sion in writing p, request for a hearing 
on the matter accompanied by a state¬ 
ment as to the nature of his interest, the 
reason for such request and the issues 
of fact or law proposed to be contro¬ 
verted, or he may request that he be 
notified if the Commission shall order 
a hearing thereon. Any such communi¬ 
cation should be addressed: Secretary, 
Securities and Exchange Commission, 
Washington 25, D.C. A copy of such re¬ 
quest shall be served personally or by 
mail (air mail if the person being served 
is located more than 500 miles from the 
point of mailing) upon applicant at the 
address set forth above. Proof of such 
service (by affidavit or in case of an 
attorney-at-law by certificate) shall be 
filed contemporaneously with the re¬ 
quest. At any time after said date, as 


provided by Rule 0-5 of the rules and 
regulations promulgated under the Act, 
an order disposing of the application 
herein may be issued by the Commission 
upon the basis of the showing contained 
in said application, unless an order for 
hearing upon said application shall be 
issued upon request or upon the Com¬ 
mission’s own motion. 

For the Commission (pursuant to dele¬ 
gated authority). 

[SEAL] ORVAL L. DUBOIS, 

Secretary . 

[F.R. Doc. 63-5831; Filed, June 3, 1963; 

8:47 a.m.] 


TARIFF COMMISSION 

[AA1921—30] 

HOT-ROLLED CARBON STEEL WIRE 
RODS FROM FRANCE 

Notice of Investigation 

Having received advice from the Treas¬ 
ury Department on May 29, 1963, that 
hot-rolled carbon steel wire rods from 
France, except as to importations from 
the firm of Societe Metallurgique de 
Normandie, are being, or are likely to be, 
sold in the United States at less than fair 
value, the United States Tariff Commis¬ 
sion has instituted an investigation un¬ 
der section 201(a) of the Antidumping 
Act, 1921, as amended (19 U.S.C. 160(a)), 
to determine whether an industry in the 
United States is being or is likely to be 
injured, or is prevented from being estab¬ 
lished, by reason of the importation of 
such merchandise into the United States. 

No hearing in connection with this 
investigation has been ordered. If a 
hearing is ordered, due notice of the time 
and place thereof will be given. In this 
connection, interested parties are re¬ 
ferred to § 208.4 of the Commission’s 
rules of practice and procedure (19 CFR 
208.4) which provides that interested 
parties may, within 15 days after the date 
of publication of this notice in the Fed¬ 
eral Register, request that a public 
hearing be held, stating reasons for the 
request. 

Interested parties are also referred to 
section 208.5 of the Commission’s rules 
regarding the submission of written 
statements of pertinent information. 
Written statements must be filed not 
later than July 1,1963. 

Issued: May 29,1963. 

By order of the Commission. 

[seal] Donn N. Bent, 

Secretary. 

[F.R. Doc. 63-5839; Filed, June 3, 1963; 

8:47 a.m.] 


[TEA-F-2] 

INDUSTRIAL BIOCHEMICALS, INC. 

Petition for Determination of Eligibil¬ 
ity To Apply for Adjustment Assist¬ 
ance; Notice of Investigation 

Upon petition under section 301(a) (2) 
of the Trade Expansion Act of 1962, filed 


May 27,1963, by Industrial Biochemicals, 
Inc., Edison, New Jersey, the United 
States Tariff Commission, on the 29th 
day of May 1963, instituted an investi¬ 
gation under section 301(c)(1) of the 
said Act to determine whether, as a re¬ 
sult in major part of concessions granted 
under trade agreements, sodium gluco¬ 
nate, technical, like or directly competi¬ 
tive with articles produced by the afore¬ 
mentioned firm, is being imported into 
the United States in such increased 
quantities as to cause, or threaten to 
cause, serious injury to such firm. 

The imported article to which this in¬ 
vestigation relates is currently dutiable 
under paragraph 5 of the Tariff Act of 
1930 at the rate of 11 percent ad valorem. 

Petitioner has not requested a public 
hearing. A hearing will be held on re¬ 
quest of any other party showing a proper 
interest in the subject matter of the in¬ 
vestigation, provided the request is filed 
with the Secretary of the Tariff Com¬ 
mission within 10 days after this notice is 
published in the Federal Register. 

The petition filed in this case (except 
confidential data) is available for in¬ 
spection at the office of the Secretary 
of the Commission, Eighth and E Streets 
NW., Washington, D.C., and at the New 
York City office of the Tariff Commis¬ 
sion located in Room 437 of the Custom¬ 
house. 

Issued: May 29, 1963. 

By order of the Commission. 

[seal] Donn N. Bent, 

Secretary. 

[F.R. Doc. 63-5840; Filed, June 3, 1963; 

8:47 a.m.] 

INTERSTATE COMMERCE 
COMMISSION 

FOURTH SECTION APPLICATION 
FOR RELIEF 

May 29, 1963. 

Protests to the granting of an ap¬ 
plication must be prepared in accordance 
with rule 1.40 of the general rules of 
practice (49 CFR 1.40) and filed within 
15 days from the date of publication of 
this notice in the Federal Register. 

Long-and-Short Haul 

FSA No. 38345: Woodpulp from points 
in southern territory . Filed by O. W. 
South, Jr., Agent (No. A4319), for inter¬ 
ested rail carriers. Rates on woodpulp, 
not powdered, not otherwise indexed by 
name, in carloads, from producing points 
in southern territory, to Orrtanna, Peach 
Glen, and Scotland, Pa. 

Grounds for relief: Short-line distance 
formula. 

Tariff: Supplement 43 to Southern 
Freight Association, Agent, tariff I.C.C. 
S-143. 

By the Commission. 

[seal] Harold D. McCoy, 

Secretary. 

[F.R. Doc. 63-5834; Filed June 3, 1963; 

8:47 a.m.] 
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[Notice 812] 

MOTOR CARRIER TRANSFER 
PROCEEDINGS 

May 29, 1963. 

Synopses of orders entered pursuant 
to section 212(b) of the Interstate Com¬ 
merce Act, and rules and regulations 
prescribed thereunder (49 CFR Part 
179), appear below: 

As provided in the Commission’s 
special rules of practice any interested 
person may file a petition seeking recon¬ 
sideration of the following numbered 
proceedings within 20 days from the date 
of publication of this notice. Pursuant 
to section 17(8) of the Interstate Com¬ 
merce Act, the filing of such a petition 
will postpone the effective date of the 
order in that proceeding pending its dis¬ 
position. The matters relied upon by 
petitioners must be specified in their 
petitions with particularity. 

No. MC-FC 65748. By order of May 
28, 1963, the Transfer Board approved 
the transfer to Foam Truckers, Inc., Clif¬ 
ton, N.J., of Permit in No. MC 123930, 
issued June 14,1962, to Edward F. Hanley, 
Riverdale, Bergen County, N.J., au¬ 
thorizing the transportation of: Ure¬ 
thane foam (except in bulk, in tank ve¬ 
hicles) , from North Arlington and 
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Kearney, N.J., to points in Connecticut, 
Delaware, Massachusetts, New York, 
Rhode Island, Maryland (except Am- 
celle, Cumberland, and Baltimore) and a 
specified part of Pennsylvania. Oscar 
Leschinsky, 625 Main Avenue, Passaic, 
N.J., attorney for transferee, and Mor¬ 
ton E. Kiel, 140 Cedar Street, New York 
6, N.Y., representative for transferor. 

No. MC-FC 65862. By order of May 
24, 1963, the Transfer Board approved the 
transfer to Fuccy Hauling & Excavating, 
Inc., New Cumberland, W. Va., of Cer¬ 
tificate No. MC 106884, issued February 
14, 1963, to Okey W. Barney, doing busi¬ 
ness as Okey W. Barney Co., Triadelphia, 
W. Va., authorizing the transportation 
of: Coal, concrete blocks, road building 
materials, and such commodities as are 
transported in dump trucks between 
specified points in West Virginia, Penn¬ 
sylvania, and Ohio. Transferee herein 
holds authority as a contract carrier in 
the transportation of Ladle brick, from 
New Cumberland, W. Va., to specified 
points in West Virginia, Pennsylvania, 
and Ohio. The subject transaction re¬ 
sulting in dual operations, is approved 
subject to certain conditions, including 
revocation of a portion of the Permit 
issued to transferee in No. MC 20981. 
David L. Bennett, 213 First National 
Bank Building, 2207 National Road, 
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Wheeling, W. Va., representative for ap¬ 
plicant. 

[seal] Harold D. McCoy, 

^ Secretary. 

[F.R. Doc. 63-5835; Filed, June 3, 1963; 
8:47 a.m.] 


CURTIS DONALD BUFORD 

Statement of Changes in Financial 
Interests 

Pursuant to subsection 302(c), Part III, 
Executive Order 10647 (20 F.R. 8769) 
“Providing for the Appointment of Cer¬ 
tain Persons under the Defense Produc¬ 
tion Act of 1950, as amended,” I hereby 
furnish for filing with the Office of the 
Federal Register for publication in the 
Federal Register the following informa¬ 
tion showing any changes in my financial 
interests and business connections as 
heretofore reported and published (26 
F.R. 5350, 11403; 27 F.R. 5159 and 28 
F.R. 468) during the six months’ period 
ended May 26,1963. 

No change. 

C. D. Buford. 

May 26, 1963. 

[F.R. Doc. 63-5836; Filed, June 3, 1963; 
8:47 a.m.] 
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